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LOCAL NEWS 


BEAD Anstead e advertisement 
S H JACK and B F Bobo are invoic 


ing the boot and shoe stock of Fernse d 
Lapham 


IO-DAT a marriage license was granted 


Nathan O Harrington, of Maros, and 
Miss Lizzie \ an Hook of Oyntbiana,Ky. 


J G HoLDEitv^N bus purchased a 


large general store at Cisco, Piatt county 
and is preparing to leave Bethany and 
take charge of it 


MBS 0 0. HISE, sister of Mrs Ed 


eer, of NiBctio, died at Stonmgton yes- 


~i erday 
Mr Hise is the proprietor of the 


Stomngton Hotel. 


THE next annual state convention of 


the Y M C A will be held in Elgin in 
October The decision was made recently 
by the executive committee 


QUAY, blue pmk, ton, chocolate, red, 


maroon white and core shoes, made from 
sealskin, gout, kangaroo and glassy kid, 
at POWFBB' 
may21 d&wtf 


THE infant daughter of Mr 
and Mrp, 


James A Bnrt died to-day at the family 
home, No 1700 East Wood street 
The 


funeral was held this afternoon 


Tun favorite Humes Upright pmnos 


ciin be had only dt the C B Presoott 
music house on North Water street 
Step in ami look at the elegant line ol 
instruments 


Joiis Cue/tin is said to bs missing, 


uud the police are Irving to imd 8 trace 
of Ins whereabouts 
He was known to 


Charlee Obi npolle imd Snmnel Wm^ett, 
who BIIW him for the last time Saturday 


4 


IN tho 
o romt 
court 
Mrs 
Nancy 


Dfiugherty, by her attorney J M Grny, 
has tl'od a bill for 
n, divorce f-om 
her 


hnsbaud 
i riink 
Daugherty, 
on the 


ground of orni Ity and drunkenness 
The 


couple were married in 1%7 


IUE surviving surgeons of the army 


and navy of Illinois who served during 
the late war will meet in Decatnr on 
J n n e K i a n d l i 
The object of the meet 


ing is to perpetuate tha historj of the 
surgeoLB1 work during the war 


IN all oases, where a mild but effe3tive 


aperient is needed, Ayer's Pills ore the 
beet 
They improve the appetite, restore 


hea'tbv action, promote digestion, and 
regulate every far otion 
No pill is in 


greator demand, or more highly recom- 
mended bv the profession 


THE Illinois Central railroad proposes 


to preiient Chicago with a new lake shore 
boulevard on the south Bide extending 
about fave miles in front ot the city down 
to 1 iftjjtftn street la return the com- 
pany proposes to ask title to all new ac 
oretions 
This, it is sold, would event 


nally net the railroad S35 000 000 


TIJE Forepaugu circus IB in St Lonis 


this veek 
The advance buglers were in 


Decatur to day on horseback, making B 
tour through the principal streets and 
going out throngh the country to startle 
the farmers with horn music and dislrib 
nte illustrated billa telling of tne coming 
of the show on MayL29—a week hence 


IUE Race 
Clothing 
Manufacturing 


Company is ottering their customers a 
beautiful and useful souvenir for every 
$J worth of goods purchased 
'I he sou- 


venir consists of a splendid etching of 
each of the preuidents of the United 
States, from Washington to Cleveland, 
J") in all, giving dates of birth time when 
president and date of death 
Ihe pic 


tores were made from th» original paint 
inge in Washington 


THE board of directors of the Modern 


Woodmen of America would not permit 
the publishers of the \\ioilmai to pub- 
lish the ofhoial report of the state con- 
vention ot the order held at Peoria be- 
cause the report contained a resolution 
criticising some of the acts of the board 
The fall oCicial report, containing this 
resolution, will be published in the first 
number of the new independent M W 
A paper, the Woodman'i Urn, to be 
issued June 15, by F O VanGalder, 
Sycamore, 111 
Single copies will be 


Bent (or 5 cents 


Death of J B. MoGinnis 


From iMetaau'i Daily 


J B MoGmnn, of Citoo, brother of J 


L. Drake, the real estate dealer in this 
city, died at his home this morning of 
consumption 
He haa been sick for some 


time and at the time of his death wae 
only about !0 years old 
The time of 


the funeral has not yet been fixed, but 
it will probably tnke place to mom \v 


HorsoB Wanted 


I will be at the old stand en North 


Church St , Decatnr, 111, on TuesdByf 
Wednesday and Thursday, May 23 to 25 
Will buy horses for the New England 
maiket 
Want some good Drivers and 


matched carriage horses, from 900 to 1200 
pounds, and from 5 to 8 yeare old High- 
est market price will be paid 


J.9 d5wlt 
EDWIN PJBATT. 


SPAPFRI 


JUMPED OFF A BRIDGE. 


Jacob Dout Brought Home Irom 


the Kankakee Aaylum—At- 


tempts to Kill Himself 


From Monday s Daily 


Jaoob Dont, the German gardener, 


who has a place northwest of the city, is 
again in Decatnr, and is making trouble 
for his family ana the officers 
It will be 


remembered that about a year ago Mr 
Doat started for Germany with two 
friends, from whom he separated in the 
state of New York, He became dement- 
ed, and out various pranks before he was 
arrested 
Shenft Perl went to the New 


lork town and brought Dout toDeoatur, 
He was adjudged insane by a jury and 
and wan sent to the state asylnm at Kan- 
kakee 
Dout'a failing is the desire to 


kill himself 
Oa the way to Kankakee 


on the hrst trip he made an unsuccessful 
attempt to strangle himself with a hand- 
kerchief, and subsequently he expressed 
a desire to jump into the Kankakee river 
He remained at the asylum several 
months, and was sent back to Deoatur 
cared, but be had not been here bat a 
short time until he began to go crazy 
again 
He was found to be insane again 


in the'connty court, and he wae sent to 
Kankakee again 


Sunday morning Mrs. Dont brought 


her husband to Decatur and took him 
out to the home place. He bad behaved 
himself at Kankakee, and had given the 
superintended no trouble 
He was 


granted the liberty of the grounds and 
had frequently gone down into the city 
unattended. It was thought that Ins 
mania for self destruction had winked 
oat 


JLMPED OFF A I I1IDQE 


On reaching his home Jake at once 


began acting strangely again 
His wife 


had no control over him, neither had any 
of the neighbors 
All they could do was 


to watch him 
He got all of th-» straps 


and ropes he could hnd and piled them 
up, evidently with a view of banging 
himself 
Then he tried to jump into an 


old well, but Mrs Dont and the neigh- 
bors interfere i 
Then Dont got on the 


old P , D A. .C railway elevation and ran 
to the bridge which 
spans btevens 


Creek 
From the top of the bridge, 


whi_h is about 20 feet high, Dont jumped 
with suicidal intent 
He was pursued 


by parties on horseback, and was found 
lying in a heap on the hard ground under 
the bridge 
He was conscious and did 


not seem to have beea seriously injured. 
When pat on hie feet he walked with a 
limp 
Sheriff Perl was called to the 


Dont plnce and Jacob was taken to the 
county jail 
He remained there until 


this morning when Mrs Dout took her 
husband home 
It is believed that Dont 


hns Bnffared a fracture of one of his 
ankles bv the jump oft the bridge 
A 


surgeon will examine the limb to-day 


List of Patents 


Granted to Illinois inventors this week 


reported by C A Snow A Co , solicitors 
of American nnd foreign patents, oppo- 
site U S patent ofhoe, Washington, D 
C 
A Byingtoo,Roohelle, harrow, A H 


Calkins, Evanstoo, oil-burner, E J. M 
Clemens, Metropolis, folding bed, J G 
Falcon, Evarjston, ball and socket joint, 
W Fritz Henry, W P Bolles and A 
McKee, Bloomicgton, whiffle tree attach- 
ment, F H Haley, Hamilton, revolving 
case for books, T Hill, Qamcy, elevator- 
oontrolling mechanism, G W Kitter 
man, Pern horse-breaker or hobble, '1 
Lyman, Bloomiagton, smoke-oonsuixer, 
F A MilleJ, Joliet, out off for steam en- 
gines, S E Purdum, Maoomb, blind- 
stop 
P H Backer, Pleasant Plains, 


burglar 
alarm, 
E 
Salisbury 
Blue 


Mound, spring clevis, A H. Seyller, 
Prophetstown, stove caster, J C Wray 
Peona arc electric lamp 


The Bicycle Relay Ride. 


Manager B J Shookley, in charge of 


the 
Springfield-Indianapolis-Frankfort 


relay ride, has received instructions and 
uohednle time sheet from headquarters 
The lelay will reach Lincoln Square in 
this city at 1210 on Friday, leaving 
Springfield at 0 o'clock a m 
The Deca- 


tnr boys will carry the message from De- 
ontar to Tuseoln, seceding to the 
schedule as follows 
Deustnr, 12 10 p 


m , Long Creek, 12 45 p m , La Plane, 
1 20 p m , Hammond, 1 55 p. m , Atwood, 
2 30 p m , luscols, 3 15 
They will reach 


Indianapolis at 1 13 a m CD Saturday, 
May 27th 


Railroad Chan ,a». 


J fl Sessions, formerly division freight 


agent of the 
Van lalis L'.ue, Pcor B 


Division, has been appointed issistant 
general freight agent of the Peona & 
Eastern Railway company, Big Four, at 
Peons, to take effect June 1 
Geo. H. 


MoMullm, chief clerk for Mr Sessions on 
the Vandalia Line, has accepted a similar 
position with Mr Sessions at Feoriu 


Died this Morning 


from Monday s Dirty 


David E , the infant son of Mr and 


Mrs A J Wood, died this morning at 
7 30 o'elook of spinal meningitis, at the 
home of bis parents, 144 Scuth Church 
street, aged seven and one half months 
Tha infant had been sick but one week 
The bereaved parents have the sincere 
sympathy in this their bereavement, 


DON'T buy a Baby Carriage until yon 


have seen the elegant line at Baohman 
Bros. & Martin's 
aS-d&wtt 


CAUGHT AT LAST 


Absconding Bankers Captured In 


the State of Iowa 


Information was received by the mayor 


of Chrieman Saturday that John E. and 
Alexander B. Stacdford were m custody 
m Keokuk, lo , and were awaiting iden- 
tification 
About a year ago the Stand- 


ford boys were prosperous bankers doing 
business in the neighborhood town of 
Chrisman, Edgar county, this state This 
bank was made the depository of Ihe 
hard-earned wealth of farmers residing 
adjacent tc the town, and was considered 
a safe and flourishing institution 
One 


morning the 
bank 
failed to open, 


and 
it 
was 
discovered 
that 
the 


two brothers had 
tied 
during 
the 


previous night, taking with them nearly 
8200,000 m cash 
The collapse of Stand- 


ford Bros ' bank ruined over 100 farmers, 
besides nearly breaking the city, which 
had the taxes for last year deposited m 
the vaults of the bank 
Bibo & Co , the 


Pans bankers, were caught for 830,000, 
and Jos Scott, of Edgar county, is loser 
to the extent of about 850,000 by the fail- 
ure 
After their flight a reward of 82000 


was immediately offered, but since that 
time no tidings had been heard from the 
missing bankers 
The Chnsman author- 


ities have wired to hold the pair, and an 
officer has gone to bring them back. 
Both the Standford brothers were very 
prominent in church circles, the elder, 
John E , being county organizer for the 
Y M. C. A , besides treasurer of the 
Edgar county Sunday school,and teacher 
of a Sunday school in Chiisman. 


Married at Argenta 


Miss Florence Brown and Dr C F 


Childs were married yesterday afternoon 
a* the home of the bride's mother, Mrs 
James Brown, in the town of Argenta 
Rev Dsbenbrock, pastor of the Cumber- 
Ian 1 Presbyterian church, was the ofii 
dating olergynuan 
Dr T S Childs and 


Miss Hattie Brown, of Decatur, were the 
attendants. Mrs B Brown played the 
wedding march, and after the ceremony 
a sumptuous marriage feast w/is served 
The bride waa attired in a traveling COE- 
tume of ashes of rises, serge cloth, made 
empire style 


The bride IB a daughter of the late 


Banker Jamea BVown, of Argenta, and 
is much admired in her circle of ac- 
quaintances 
The groom is a young 


practitioner and is a son of Mr and Mrs 
J S Childe, of Deoatur 
The newly 


married couple oeitainij have a bright 
prospect before them and their many 
friends wish them a full measure of hap- 
piness 
Among the guests were Miss 


Mattie Brown of Oreane Seymour Wil" 
hams and Miss Viola Williams of Cisco, 
Dr and Mrs Thomas, J. 8 Ohilds and 
wife, Noah Childs and wife, Misses Hattie 
and Edna Childs and Dr T 8 Childs of 
Deostnr and Mrs. Leona Stookey of 
Harnstown 
The newly married couple 


have gone to Chicago to visit a week or 
ten days _________^__ 


That Relay Bide 


In Saturday's issue of the REPUBLICAN 


the particulars of a relay bicycle ride 
from Springfield, 111 , to Indianapolis, 
led , were printed 
The message will 


reach here next Friday at 11 o'clock and 
from Decatnr to Tuscola the relays are aa 
follows 
Deoatur to Long Creek, eight 


miles, thiry-five mmutee, riders, Frank 
Dodd and George Post 
Long Creek to 


La Place seven miles, thirty-five mm- 
utee,ride-s, Ed Eckels and Henry Mar 
oott 
La Place to Hammond, seven 


miles, thirty fiva minutes, riders, Archie 
Wilson and B J. Shookley 
Hammond 


to Atwood, seven miles, thirty-five min- 
utes, riders Will MoBride and W D 
Walters 
Atwood toTusoola, nine miles, 


forty five minutes, riders, Walter Parker 
and Fred Kaylor 


Capital $25,OOO 


Some weeks ago the REPUBLICAN called 


attention to the agitation then in pro- 
gress at Blue Mound looking to the 
organization of a coal mining company. 
Yesterday the eecretary of state issued a 
license to incorporate to the Blue Mound 
Coal Mining Company, at Blue Mound, 
incorporate!?, Joseph M. Brotvnbaok, 
Joseph Miller, John B Bucket, J. T. 
Ward, John B Matthew, Emery Bradley 
and J W Hartsook 
This is a strong 


combination, and if there are no other 
stockholders, the gentlemen named have 
ample capital and energy to dsvrlop the 
proposed mine 


New Epworth League 


Elder Galeener and Rev M Auer held 


quarterly meeting at Blue Mound Chapel 
near 
Boody 
Sunday 
An Epworth 


League was organized with the following 
officers 


President—Mrs Mildred Brown 
First Vice President—W P Sleeter 
Second Vice President—Mrs Ida Jor- 


don 


Third \ice 
President—Miss Emma 


Ward 


Saeretaty—Miss Maud Steven" 
Treasurer—Mrs Betty Brown 


Bled at Cincinnati 


W F Martin, a large manufacturer &t 


Cincinnati, a Brother of M. M Martin, 
of this city, died Monday at Cincinnati 
Mr. M. M, Martin left to-day for Cincin- 


. nati. The remains will be buried at 
' Syracuse, New York. 


SOLD TO DR E W MOORE 


"Solana Place" Bought for 815.OOO 


—Fine Chance for Low- 


Priced Lots 


Frum Weanndav t Daily. 


The public sale o! 88 fine building lots 


m Solana Place, the property of Mrs 
Matilda J Moore, took place to-day, and 
after a number of lots were sold sepa- 
rately, under the terms of the sale, all 
were sold together, and Dr E W. Moore 
was the purchaser, bia bid being 815 000 
The 88 lots at $15,000 makes the average 
about 3170, and consequently Dr Moore 
who desires to dispose of the property, 
is in a position to sell the lots at remark- 
ably low figures Solana Place lots;sre 
charmingly located on high and dry, 
sloping land, just west of Oakland ave- 
nue, between the Wabash railway and 
West King streets. The lots were all 
platted and bordered with young trees, 
and being close to the city, and only 
four blocks from the City Eleotno Street 
railway as now bui't, they are certainly 
among the best building lots now on the 
market, and cannot be matched for the 
prices at which Dr Moore will offer 
them 
The addition lies two blocks 


west of Bellevne Place, which was sold 
out in lees than two weeks. Directly 
south across the Wabash railway, is 
West Park addition, which IB dotted 
with 
many fine residences, 
Solana 


Place lots will be m demand 
Parties 


desiring figures and terms should consult 
Dr Moore, Dodd & Banner, or Pntchett 
<t Walmsley 


At the sale to-day, which was conducted 


by I D Walker as attorney for Mrs 
Moore, Mr Pritchett was the auctioneer 
and C W Montgomery was the clerk. 
There were quite a number oil gentle- 
men present and all were there for bus - 
ness 
____^^__^^_ 


POOR OLD PEOR1A 


No Prospect of the Senators 


Voting on the Fair Bill. 


The Peona state fair workers encoun- 


tered a very disastrous defeat in the 
Illinois senate yesterday 
When the 


house bill to locate the fair at Peona was 
reported to the senate Mr Niehaus, of 
Peoria, attempted to have it advanced to 
second reading without reference to s 
committee, but the friends of Springfield 
and the opponents of Peoria were plainly 
in the majority and under the leadership 
of Mr. Oaldwell all efforts to advance the 
measure were defeated and th% bill was 
placed at the foot of the senate calendar. 
This leaves it in a position where it can- 
not be advanced to second reading until 
the calendar is cleared except by a sus- 
pension of the rnlee, requiring a two- 
thirds vote, and as Peoria cannot even 
muster a majority for the bill in the sen- 
ate it appears very improbable that that 
city can now succeed in securing the lo- 
cation of the fair by any possible com 
bin at ion in the senate 


A Modern Eldorado. 


Elsewhere in this paper the reader 


may find an article from the Arizona Re- 
publican, under the head of "The Vol- 
canic Gold and Silver Mining and Smelt- 
ing Co," descriptive of the 
mining 


property in Anrona, m which Messrs. 
V Barber and son, the Hunter Bros 
and Geo, Lower and brother are exten- 
sively interested. This property is cer- 
tainly a most valuable one, jadgmg from 
what the Republican says of it, and 
those who have acquired 
possession 


of it are to be congratulated upon their 
good fortune 
The result of the assays 


is very remarkable and show the min- 
erals characterize the place as a veritable 
Eldorado 
The company which cow 


controls this rich deposit secured that 
control last April and at onoe incorpora- 
ted 
It 
is capitalized for 750,000, 


shares, par value, 81 each, fall paid and 
non- assessable 
The amount of treasury 


stock is 8150,000, and the company will 
dispose of 50,000 shares at 50 cent! a 
share, and it has determined that as 
soon as the lull 50,000 shares are sold to 
advance them to par 
These shares 


they are now offering for sale in Decatur 
and other cities throughout the west. 
These shares, according to what the 
Anzona Republican 
says about the 


pioperty are certainly a good investment 
and will in due time make the pur- 
chasers money 
In Decatnr 'uey may 


rnny be purchased at the resl estate 
office of Hunter Bros, 122 Merchant 
street, where specimens ot the ore and 
reports of assays may nlw ba seen 
It 


will pay you to investigate this offer 


Births 


To Mr and Mre Charles Warfield, of 


North Edward stieet, on Sunday, May 
21, a daughter 


To Mr and Mr- A' S 11 v n, of N rth 


Morgan street, cm H»u lay, May 21, a 
daughter 


To Mr aod Mr^ 
V l»y Wilson, of 


West Wil'iam street, OQ Saturday May 
20, a daughter 


Born, to Mr and Mrs Charles Byere, 


of 1790 Eait Wood street, on \vsrlL6E 
day May 17 a son 


Memorial Services 


Memorial services and the aecoration 


of the soldiers' graves will be observed 
at Boiling Springs on Sunday, May 28 at 
11 o'clock. Committee. John E. Brad- 
en, Will Butt and Abe Trimmer. 


STRUCK BY LIGHTNING 


Walt Broughton's Loss In Mt Zlon 


Township Saturday Night 


Daring the violent electrical storm 


which prevailed in Maoon county be- 
tween 12 and 2 o'clock ^Saturday night 
the barn of Wait Biougton in Mt. Zion 
township was struck by lightning. The 
barn and sheds were destroyed by fire, 
together with two head of horses and one 
mule, 500 bushels of corn, two tons of 
hay, and harness for eight head of horses. 
One mule and one horse were seriously 
injured by fire. The total loss is over 
$1000, partly insured m the Dwelling 
House company of Boston. 


The two sons of Mr Bronghton, Albert 


and Clay, rushed to the barn, and while 
it was burning each saved two head of 
horses 
Albert's right hand was badly 


burned on the back while hewasfigh'- 
mg the flames. Had the wind been in 
the right direction at the time every 
building on the farm would have been 
destroyed. 


KEELEY CONVENTION 


A State Meeting to Be Held in 


Dwight on June 27 and 28. 


A convention of the local Keeley 


Leagues of the state of Illinois will be 
held at the rooms of Keeley League No 
1 in Dwight, on Tuesday and Wednes- 
day June 27 and 28, session beginning 
at 10 a. m Tuesday 


The objects of this meeting are to com- 


plete the state organization, to make all 
necessary arrangements for the success- 
ful holding ot the national convention, 
which convenes in Chicago September 
12, and to transact such other business as 
shah coma before the convention 


Special rates have been secured at the 


Dwight hotels and boarding houses 
The rate of representation is that each 
local Keeley League is entitled to five 
delegates 
The call is signed by Mr 


George W Wetzsll, state comnritteeman 


Resolve To Do Your Duty 


If you are an invalid and have lost 


hops of getting well, do yon think yon 
have done your duty to yourself or fam. 
ily by resigning yourself to a miserable 
existence simply because "patent nos- 
trums" or your home doctor has failed to 
cure yon' You should not give up in 
despair, but like a true man or woman 
exert your remaining physical and men- 
tal energies regardless of the influence of 
jealous physicians or friends who try to 
advise for your best interest, but are apt 
to be mistaken in their opinion of other 
physicians who they know nothing of and 
thereby lose to you your only chauce of 
recovery. 


Dr. Frnth, of Chicago, has bad ample 


experience m the treatment of chronic, 
nervous and special diseases of a wast- 
ing character, and if you should be for- 
tunate enough to secure his services yoa 
will have sufficient cause to rejnioe for 
being delivered from the unscientific 
treatment of men who know too htile 
about snrh diseases 
You should act at 


once and be responsible to yourself for 
what you do 
Let others do what they 


may, resolve to do your duty and rejoice 
in restored health, increased nappmess 
ana sabatantial prosperity. 


Burial at Macon 


Grandpa Seamans died of old age at 


6 45 o'clock Saturday evening, May 20, at 
his residence on East William street, 
aged 91 years 
Mr Seamans was born 


in Zanesville, Ohio, in 1802, and has been 
a resident of Maoon county for the past 
forty five years 
His only relative is 


Mrs. S, A. Lemasters. Short funeral 
services were held at the residence at 
8 30 o'clock to-day 
The remama ivere 


taken to Maoon to-day f jr burial 
'ibe 


remains were acoompaniod to their last 
resting place by Mi and Mrs H A Le- 
masters, Mr and Mrs Cbae Lemasters, 
Mre Harry Fisfe and Mrs J C Hart 


Will Be Buried Here 


from WianfeOay't Daily. 


C. \V. Montgomery has received a tele- 


gram announcing the death of his mother 
at Carthage, Mo , yesterday afternoon at 
3 30 o'clock 
The deceased was in the 


66th year of her age at the time of her 
death 
The remains will reach here to- 


morrow at noon in charge cf A K Mont- 
gomery, of tbis city, who wae present at 
the time of his mother's death 
The 


funeral will take place from Air A 
B 


Montgomery's r-tidence, No 247 West 
Main street, to i-orrow afternoon at 4 
o'clock. 
T 


HEDKCAHjR MjK~>MtY will 8*vc >ou60 
percent on all tree" tmill fruit iand other 


plants 
All stock guardnti e<l 
Don t be rnlsh d 
bv foreign arents 
Come d rect to tne Ueciti r 


Nursery, West King street, u »r fa - f,rouuds, 
Decatur 
ict>2-d&wtt 


MAN'S LOVJi OF COLORS. 


Love of Old and Young tor Spec- 


tacular Display 


Ever since the beginning of mankind 


there has always been a love for spectac- 
ular display 
In onr day the Indian, in 


all the loneliness of the prairies, find* 
bis consolation in the gaudy colors worn 
by himself and his fellows. Savage or 
civilized man loves bright colors, and 
where nature does not provide them, be 
does so himself by bis own aaidiwork 
Perhaps the most familiar ortward ex- 
pression of a love for spectacular display 
is the pleasure people find in looking at 
a cirous parade upon the streets. Blind 
people alone will not look upon it if it 
passes their door 
The circus parade is 


peculiarly an American msiitution—a 
free spectacle for a free peoplo 
It is in 


itself a most costly affair, but of course, 
its projectors find their reompenee— 
and they most certainly shcnld 
The 


best ot these parades has al'vaya been 
the one given by the Adam rorep»ngh 
shows 
This year the shows yield still 


further to the demand of spectacular dis- 
play and will produce as an integral, 
component part of their show, a sob- 
lime representation ot the tlcenes and 
Buttles of 1776—the American Revela- 
tion 
This ia reported to be each an ex- 


hibition of military epleudorf aa never 
before has been seen upon this continent. 
It requires literally acres of scenery, 
thousands of correct costumes, also 
a mammoth military orcheet ,•*, besides 
asd one thousand men, women and child- 
ren 
All the principal events ID th» 


great straggle for American freedom are 
reproduced with historic aocu toy m the 
representation, so that it bejomes not 
only a brilliant vision of martial splen- 
dors, but is also a practical object leeton 
teaching great patriotic and historical 
truths 
United with the aim >st count- 


lees attractions of the Adam ?orep»ugh 
Shows they form an exhibition that every- 
body ehoald see and enjoy 
They will 


be here on Monday, May i9tb 


June Petit Jurymen 


The following gentlemen have been 


drawn to serve as petit juryuen during 
the first two weeks of the Ji ne term o' 
the circuit court, which will b i convened 
June 5th by Judge Vail 
Joseph L 


Stout, W. N. Lanham, W H Oummmg*, 
Joseph Keck, Leo Heilbrnn, F M Ral- 
ston, C A Wilson, Wm Lei >y, Aebury 
Childers, William Moran, C H. Hankins, 
P J Dempsey, A J Smith, all of Deca- 
tur, W L Phillips, Aaron Widiok, Lee 
Price and J N Odor, Wheatlmd, Jamsx 
Miller, Hickory, John Pensimjer, Nelson 
MoKinley, Whitmore, Joseph Daniels 
Grant Barnett, Long Cree t, George 
Farron, 8 E Bowlby, Fmnk Cooper, O 
C Eberhart, John dump, Miroa, P 0 
Ferrell, Mt. Zion, Junes Brownlee, 
Franklin 
Sweeney, 
Milam 
Edward 


Hess, Oakley, Henry Pietonous, William 
Burks, Blue Mound, O K Kirk, Pleas- 
ant View: W H Peck, Illmi, Goorgj 
Waddell, Niantic 


Superior's Colta. 


Jake and Brad Dubois are 1 aviog con- 


tinued success at Denver, Coin., in hnng- 
ing oat Superior colts. 
T IB Denver 


News, in a telegram from Gongmont, 
printed the following on May 18th. 


The yearling trot brought oqt some 


fine youngsters, among them two by Su- 
perior 
Their performance eaow a high 


standard of training and breading Trol- 
ley, owned by Dnbois Bros, <»on m two 
straight heats 
There were ive entries 


in the 2 «ear old trot 
Denvf r Medium, 


another Snpanor colt,won in t vo straight 
heats m 3 00 and 2 51% 


"Superior" is the Htallion i ijored sev- 


eral years ago on a ra\lroad. The Da Bow 
Bros, got judgment for 840,00) damages, 
and still have the horse in their stables. 


PERSONAL MENTJOl». 


Miss Keller, of Monticello has mo 


oeeded Mies Irwm as bookkeeper at 
Cheap Charley's 


Dr, James L Bavana has decided to 


engtge in the practice of medicine at 
Boody, where he has opened aa office. 


George W Downing and 
amily will 


leave within several weeks for Southern 
California, for the benefit of Mr Down- 
ing's health 


Miss Juniata Adams, of Eldorado, 


Kansas is a guest of her un ;)e, D M 
Adams and family, at their home on 
No'th Union street 
i—i 


Deputy and Mrs Harry Midkiff have 


returned from a three weeks viait in 
Tennessee, for the benefit of the former's 
health 
He is much improved. 


Mrn H. B. mislead will leave to- 


morrow for Cisco, III, to spend the sum- 
mer with her daughter, Mrs. Dr. Peaae. 
She has rented her property until fall, 
when she will return. 


The Vandalia. 


The Vandalia work train nhicb runs 


from Mmier every mormon lo Farmdsle, 
haa quite & job of IS hr g in B bole there 
which "ill t«ke some t me to finieh 
Amos Johnson has charge of the train. 
A lot of men would b« employed but 
they are bard to get 
Most of tte worK- 


men board at Mmier 
Bt-eidr tue work 


nt Farnadale, track repninug iad oitder 
ballasting is being done ut eev sral pomta 
on this end, one bad place being at Mc- 
Gmr is, north of Mmier —Peoria Trans- 
cript 


Baking 
Powdei: 


The only Pure Cream of Tartar Powder.—No Ammonia; No AlutX 


Used in Millions of Homes—40 Years the Standard. 
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LATEST STYLE SPRING SUITS, 


In Double-Breasted Cutaways and Sacks. 


All the Newest Patterns. 


Latest Spring Full Dress Suits. 
Latest Styles in Hats. 


• ATEST STYLES IN TIES,* 


One of the Largest Lines to select from 


ever offered to the trade. 


See our Fine Line of Men's, Boys' and Children's Clothing, 


beans finding room arouna j 
- -" 
, 


lioltcn was a natty man, and on \ possibly earlier, according to the condi- 


Four Doors West ol Post Office. 


New Idea in Mattings, 14c, 16c, 20c, up to 75c per yd. 


magnificent deBigna of foreign artists to tbe common-place styles-in color- 
om the blen.linB ot the soft shades of trountam mists, elephant's breath and 
from m 
)DB8 from te 
en.inB o 
e so s 
, 
thSVke, totheKlowof a blooming field of Nebraska euniiowem or the Aurora 
Borealie. 


Cirpete of as many grades as there are kinds, and as many prices aa there are 


grades, from the muoh talked i f Moqaet, Axminster and Wilton, to the less elegant 
22o Union Ingrain or the 153 Hemps. 


CURTAINS—Chenille and Lace. 


Well, this bailies the writer; yon must see them to appreciate them, and hear the 


price to realize bow cheap you can bay them. 
All of the above under value, and for less money than you 
can buy She same quality elsewhere, 


OF A SAND BOX. 


The Danger That Lurked In an Innocent 
rod. 


Bolten had spent the winter wander- 


ing among the West India islands, and 
when he got back had a medley of curi- 
osities which he had picked up in his 
travels. 
Among' them were all sorts of 


beans and pods o! tropical trees, and of 
the former were John Crcrv beans., the 
tvarry, the horse-eye, Job's tears and 
many others. There were the long?, 
scabbard-like pods of the crirason-ilow- 
ered acassia; cocoa pods, which rattled 
with the dry chocolate seeds inside 
them, and he also had two pods of the 
sand-box tree, curious circular store- 
houses for the seeds, dee-ply ribbed, 
3ach rib running1 from top to bottom of 
the pod. These two latter received 
places of honor in lacquer trays, the 
smaller beans finding room around 
them. 
his mantelshelf in his bedroom were 
irranged these treasures, presided over 
by four statuettes of nude goddesses. 


The vegetable ornaments of the bhelf 


were the most innocent-looking things 
imaginable, and lie never dreamed for a 
moment that nature was still busy 
brintring to perfection those sand boxes, 
lie had gone to "bed after a hard day's 
work and was sleeping the sleep of the 
just when he was awakened by what 
he thought was a pistol shot in his 
room. At the same time missiles were 
Hying all around. As he jumped out of 
bed to light the gas there was a second 
explosion, and this time he was pep- 
pered with all sorts of missiles. 


The carpet was strewn with objects 


which were not pleasant to tread on, 
•ind in his anxiety to escape them and 
get at the jet be nearly broke the small 
toe of hi.s right foot by jamming it 
igainst a chair leg. He nursed it aft'ec- 
ticmaU'ly, but sadly 
for some time, 


.wearing in undertones, but afraid to 
give loud expression to his pent-up 
L'eclings lest there might be a fusilade. 
At last, like a cat walking over hot 
bricks, »e reached the jet and lighted 
the gas. The treasures of the mantel- 
piece were scattered about the room. 
Tne goddesses had been hurled from 
their high places and looked like Ro- 
man remains headless and armless. 
The lacquer trays were in small pieces, 
ivhilo the pods and beans were scat- 
tered all over the room. The goblet 
tiad even been broken and the water 
,vas standing In puddles about the 
carpet. The sand box had vanished, 
lie searched around carefully. There 
was no trace, so far as he could see, of 
the explosions 
He gathered up his 


broken and scattered treasures, finding 
among them segments of the sand 
boxes, and then, leaving the gas alight, 
tried to sleep. Of the strange occnr- 
-ences he said not a word to his friends. 


The other day a friend was in his 


-ooms and looking over the collected 
remnants remarked: ''Hello! Here are 
oieces of a sand box." 


"What is that'."' 
"Well, it's the fruit of a tree that 


jrows in the West Indies, and got its 
>ianu> owing to the planters using it in 
:he days before blotting paper was in- 
,-cntcd" for sand boxes. 
The seeds were 


:ut out of the center and the pod was 
then filled with sand. 
It was rather 


in unsatisfactory box, however, as it 
rften exploded." 


"Exploded! What do you mean?" 
"This is the fruit of Hura crepitans, 


i large tree something like the tulip 
tree of this country. As soon as the 
;ced is ripe it explodes with a report 
like a gun, the seeds and shell of the 
pod "being scattered in all directions, 
bo great is the force of the explosion 
that the broken pieces are thrown forty 
!ind fifty feet. Fowls, as soon as they 
hear an explosion, run toward the tree 
ind are soon busy looking for the seeds, 
which they greedily swallow." 


"That explains it.'' said the other, 


ind he then told the story of his shat- 
tered works of art.— N. Y. Tribune. 


BAIN OB HHINB 


Tlie Illinois-Wisconsin Belay Bicy- 


cle Bide Will Occur. 


The relay ride from Springfield, 111., to 


Madiaon. Wis., carrying a sealed dispatch 
from the governor of Illinois, to that of 
Wisconsin, will commence 1'riday, May 
26. The time of sterling from Spring- 
field will be tt 1U o'clock on the above 
morning. The 
Springfield 
wheelmen 


nave charge of the tun between that city 
and Mason City, a distance of forty-five 
miles. 1 he Pekin wheelmen have charge 
of the run between Mason City and Feo- 
rin, a distance ef forty-eight miles. Tbe 
carrier of dispatches will arrive at Pekm 
about 5 o'clock in the above afternoon, 


"The Pace 
That Kills" 


is overwork—• 


makes no difference what kind. Using 
greasy and inferior soaps is one road 
to premature decay—sore hands- 
sore hearts—clothes 
never 
dean 


Not so when 


AMERICAN FAMILY 


143 North Water Street. 


QROSS SWINDLES CATCH THEM. 


SHOES FOR LADIES. 


O 
W 
WL 


"We have a complete stock of Russia Kid 


and Dongola Oxfords. 
We will make you 


prices on these that will make you buy. 


H. W. WAGGONER & CO., 


Post Office Shoe Store. 


We place in your hands the opportunity 


of purchasing shoes made by the best and 
most reliable factories known, at the very 
Lowest Pi ices. 
Our Ladies,' and Gents' 


Fine Shoes are as fine as you can buy. 
WE HAVE JUST WHAT You WANT. Look at 
our -windows and see our iine display of 
Spring Goods. 


WO 


WO 


FOR CHILDREN.-K 


Bank Tellers nml Other* Who Constantly 


Hamlle Money In I.nrR"1 Sunn. 


Men who handle money in large sums 


habitually arc popularly supposed to 
be very careful. Thr contrary is fre- 
quently the case'. The auditor of one of 
the ^re;it express companies recently 
told a reporter how the teller of one of 
the biff New York banks \va-, swindled 
out of fifty dollars l>y a. barefaced de- 
ception. 
The express company had 


issued a l;ir«v number of money orders 
for advertising purposes. They' were' 
miu'li reduced in si/.e. and had printed 
on their-face in bold red letters the 
words1 "Miniature 1'ac Simile. 
Not 


Good." They were all tilled out, hav- 
ing been lithographed, and the name of 
the fictitious 
"payee" w;is also in- 


dorsed 
on 
the 
back-. 
A 
casual 


ghince 
would 
tell 
an 
ordinarily 


careful 
observer 
that 
they 
were 


merely advertisements, intended to 
show 
how 
money 
orders 
looked 


when ready for 
payment, even if 


the caul,on in red letters had not been 
there. Yet when a man boldly walked 
into the bank referred to, wrote his 
own name below the lith>,'raphed iu- 
dors"meiu. and asked to have the 
"money ordei" cashed, the teller un- 
hesitatingly handed over the iifty dol- 
lars. Xor did he discover the- mistake 
unaided, but sent the advertisement to 
the express company for collection. 


"We find the men in financial institu- 


ti >ns constantly making it,istakes quite 
as ridiculous as that," s.vid the auditor. 
"Nearly every week checks without 
signatures, or with improper indorse- 
ments, are presented to us for payment, 
after they have passed without detec- 
tion through banks and clearing houses. 
I suppose the bank officials get careless 
through constant handling- of money 
obligations. From our oivu experience 
I should judge that they must be badly 
stuck at times. I imagine they keep 
such errors pretty quiet"—X. Y. Sun. 


lie Merely Iiilerred. 


"There is nodininj car on this train," 


said the conductor. 


•'Vim said there v* as''" demanded the 


passenger. 


"This is a meal ticket von have hand- 


ed me "—Detroit Free Pre-s. 


— "Hovv slow yo i are!" jeered the 


ininute luind, as it passed the hour hand 
of the clock. "That mav be so." replied 
the hour hand, "but I'm always on 
Urns just the same." 


tion of the roads. Mason City will furn- 
ish fonr wheelman and Pekin six. The 
route between Mason City and Peoria IB 
as follows: Mason City to San Jose, 
thenoe to Delavan, to Dillon, to Pekin, 
to Peoria. The Peoria wheelmen have 
charge of the run from that city for fifty 
or sixty milea north. 


Relays from Mason City to Peoria will 


be as follows: Maecn City to San Jose 
12 miles, Judd S. Mitchell, K. B. Enth 
and George T. McCarty, time allowed 1 
boor 10 minutes. Sun Joee to Delevan 
8 miler, time allowed 50 minntee, W. S, 
Chestnut and JR. H. Abbott. Delevan to 
Dillon 8 miles, George Hardibb and H. 
Hipper, time allowed 00 minutes. Dillon 
to Pekin 10 milee, Thomts B. Smith and 
Rudolph 
Weynob, time 
allowed 50 


minutes. Pekin (court bouse) to Peoria 
court house, 10J^ milee, Ibe Look and 
Carl Sohipper, lime allowed 50 minutes. 
The messengers between Delevan and 
Peoria are Messrs George HarniBh, T. B. 
Smith and Ibe Look and tbe escorts 
Meeeers Hippen, Wejneh and Sohipper, 


Tbia relay ride is to come off ram or 


shine, even if tbe riders have to swim. 
Owing to tbe late heavy rains tbe roads 
are now in bad condition, but should 
they greatly improve and be in good con- 
dition the riders will make far better 
time than the time allowed tbem. Some 
portions of *he road between Delevan 
and Pekin being sandy, the riders will 
take the Dillon road instead. 


Sales ot Real Estate. 


Thomas J. Soroggin to James W. 


Crawford, the north half of the south- 
west quarter and the south half of the 
northwest quarter of 4,14, 1 east; 312.0CO. 


Andrew J. Wallace to Valentine Sn}- 


der, Jr., lota 41 to 02 inclusive in Bny- 
det'e addition of outlets to Decatnr; 81. 


Samuel K. Gher to Bertrand A. Gher. 


lot 4 in block 5 in Enterprise addition to 
Deoatur; 8250. 
Chas. T. Haigb to B. W. Chilson, lot 


9 in H. S. Evans' subdivision of the 
northwest quarter of 15,10,2 east; 83,500. 


W. W. Connard to L. L. Kerns, deed 


to lot 2, block 1, Wait & Co.'s addition— 
81200. 


W. C. Burley to Jacob Stab), deed to 


tract of land in 1, 16, 3 east—8800. 


John P. Auer to Augustus Glatz, deed 


to lot 9, block 6, H. Robinson's addition 
—81800. 
Ker 
Henry A. Wood to James Emswi'1 , 


deed to lot 4, block 3, Walnut Grove ou" 
dition—8200. 
V. Snyder, jr., to Busetta B. Yerkes, 


deed to block 11, Gulick'a addition, on 
North Edwaid street—37,000. 


T. J. Bcrogpins to James W. Crawford, 


deed to tract of land in 4, 14, 1 east— 
$1200. 


George P. Blnme to G. H. Simpson, 


lot 5 in block 22 of Carver's addition to 
Decatur.—81,000. 


George P. Biume to W. H. Rspp, half 


interest in lot G in block 2 in First Koll- 
ing Mill addition to Deeatur.—8600. 


George P. Blnme to W. H. Kapp, lot 


15 m block 6 in Carver's addition to De- 
catnr.—81,500. 


Wm. Osnok to Maria Cariok, lot 18 m 


block 1 in Sonthwesters addition to De- 
oatur.—81. 
Christina Hays to Asa Clothier, the 


north half of the wsst half of lot 5 in 
blook 1 in V. Barber's re-survey in the 
southeast quarter of 3,10, 2 east.—8350. 


Mary A. Hackney to Clara B. Swift, 


deed to lot 1, and the north half ot lot 2, 
blook 15, in Maroa—8300. 


I. D. Jennings to Darnel Bell, sheriff's 


deed to lot 2, block 15, in Maroa—853. 


Epbraim Berry to Abram Fiaher, deed 


to 10 acres in 16, 10, 4 east—8850. 


Caroline Brownlee to Jerome Ander- 


son, qnit claim to lot 30, block 3, Mont- 
gomery & Shull's second addition—810. 


is used. 
Cheerfully , 


labor of wash-day with health 
long life assu-ed. 
Hands all riyht— 


hearts light—clothes pure and white 
as a Greenland snowdrift. 


JAS. S. K1RK& CO., Chicago. 


Dusky Diamond TarToao. Btakjd'5'.£S*.8-' 


PlLLSBURY'S JEST 


US THE 


•t. 
r,Q not impnco.1 upon, cu-t t)u> 
vi line M 'U1" the p icIii'^M' eonf 
i1.-- o^ir c-ir. 


ml 
i 
1 will Miri'Ction^. 1 i > our KI H-I.TI mi n,>t, 
'. !iirni-n 
y < > n M j* 
li 
lir t:< inMim 


i H ' - t . p d l n i H i c tlnu >\ II. V;<<;_nNtr 
bairLlul tin.- iloi-i' ',< 
L-.\' 
^.iii& 


ASK 


i. r*. 
FOR IT. 
BUY NO OTHEH. 


HORACE CLARK & SONS, Jenl.Agls. 
PliOIUA, lu 


FREE! 


The Jtederal Court. 


In the United States district court at 


Springfield A. W. Heaton, of Long Creek 
township, will serve as a grand juror, 
and William Whitehurst, of Mt. Zion, as 
a petit juryman. 


M. DE GIBES, the greaS Russian diplo- 


matist and foreign minister, is now a 
bent old man, his pale, tnm face sur- 
rounded by a beard of snowy whiteness. 
When he walks be leans heavily on b a 
secretary's arm and steps with the great- 
est care. 


NATHANIEL S. BEBBY of Brutol, N. H., 


is tne oldest living ex-governor in the 
United States. He was born Sept. 1, 
1796, 
and after holding Severn! miner 


offices was elected governor in lS61,being 
r.i-eleoted to aucoeed himgelf. 


WE should not recommend a medicine 


without true merit. 
DeWitt's SarsB- 


narilla is considered a superior remedy 
for bl( od diseases by those who have used 
it 
.W. F. Neisler. 


Ex-Gov. CAMPBELL declares firmly 


fiat he will not be among the Demo- 
c-atio gubernatorial candidate this fall 
in Ohio, although he is being strongly 
urged to run. 


HKNBT M. STANLEY says he has no in- 


tention of returning to Africa. He will 
be a candidate for a seat in the British 
Parliament at the next election. 


THE baptism of Baby Grubb at Bnr- 


N. J., was the mosi resplendent 


oeretnouy in the social annals of that 
Jersey town. 


THE Pope's handwriting is clear, deli- 


cate and upright, and is more the cah- 
graphyof B poet than that of a church- 
man. 
________^_ 


HENRY CLEWS believes we have seen 


fie worst of the financial crisis, and Tea, 
Plstt agrees with him. 


FREE! 


FREE! 


EA.CH PURCHASER OF 


-on- 


f 


Within the Next Thirty Days 


will be presented with 


To the Chicago 
grid's Pair 


FREE OF COST. 


IY 


4DO YOU USE 1CE7+ 


If You Do then Yon are Inter- 


ested in Refrigerators. 


Why You Should Buy a Gurney: 


let, Because it is positively 
the only refrigerator made 
that you can lift out the ice 
tank for cleaning. 
2d, Because it is impossible 
to puncture the linings when 
chopping ice. 
3d, Because you can keep 
it colder and thereby can 
keep fruit and meats longer 
than in any other refrigerator 
made. 
4th, Because it is guaran- 
teed to use less ice than boxes 
made on the ordinary plan. 


None like it. 10,000 in use. 


Qome and eee it. 


II 


240—248 East Main St.. 


iNEWSPAFERr 
iNEWSPAPE&r 
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Farmers, 
Attention! 
•\ 


500 PAIRS OF PLOW PANTS at $1.00 A PAIR 


which we warrant not to rip. 


100 DOZ. WORKING SHIRTS, SPECIAL GOOD 


VALUE, at 50c apiece. 


100 DOZ. OVERALLS, GOOD MATERIAL AND 


Easy 
Fitting, made on Pants Pattern, at 50c 


a pair. 


100 DOZ. SWEET, ORR & CO.'S 
PANTALOON 


OVERALLS, in Blue Denim, Fancy Stripes and. 
Plaids, at 75c a Pair. 


300 PAIRS OF ALL-WOOL, STRICTLY FAST 


COLOR, PANTS, guaranteed to give satisfaction 
or we will replace with a new pair. 
Bargains, and go at $3.00 per pair. 


Tnese are 


-H-OUR NEW STOCKS 


of 


'** Spring and Summer GlotMng *» 


IS NOW READY FOR INSPECTION. 


140,000 worth to select from. 
Special attention 


•called to our Clay Worsted, 3-Button Cutaway 


is 


Frock 


VCH IC^^A 
t V 
V»t4.X 
V^A l*> J 
, , ^ » ~ . ~ 
-, 
- 
- 


Suit. This suit is all wool, fast color, elegantly lined 
arid fiat bound-, equal to the finest Merchant Tailors 
work, and makes an elegant wedding or fine dress suit. 
Oar price is $16.50, and we challenge 


COME AND SEE US. 


LOCAL NEWS. 


HENBY WOOLINQTON, who baa disposed 


of hie hotel property in this city, has re- 
turned Co MenticeDo. 


AT Hallsville in DeWitt county, the 


new postmaster is Frank Samuel, who 
will succeed Harry Duff. 


Piles of people have pilei, but De- 


Witt'sWitchHazel Salve will cure them. 
W. F, Neisler. 


THE Bev. W. F. Black, of Cbicogo, 


will deliver the address on July 4th at 
Tnsoola, his former home. 


THE new postmaster at Bolivia in 


Christian county IB David Neers.in place 
of J. W. Pieratt, resigned. 


SEE the Deeatut Implement Co. for 


all kinds of Farm Machinery and repair- 
ing. 
Feb 16-wtf 


IT cost John L. Sullivan, the big 


bruiser, 81,200 to settle for his assault on 
Lawyer M. L. Lizette, down in Maine. 


NOAH OHILDS haa disposed of his in- 


terest in the Decatnr Baggage & Trans- 
fer Co. to John Epler for $6,000. Mr. 
Childs owned a half interest. 


BEIIEMBBB that Bachman Bros. & 


Martin Go. still lead in Baby Carriages. 
See their new hne;of latest designs. 


aB-d&wtf 
ON Memorial Day, Hoc W. J. Calhonn, 


of Danville, paid to be one of the moat 
brilliant orators in the eastern part of 
Illinois, will deliver the address at TUB- 
cola. 


THE 0. B. Preeoott music house on 


North Water street is headquarters for 
standard musical instruments. 
Step in 


and see the variety of pianos and organs 
—all firstolaes. 


MR. 0, M. LANB, late of Sullivan, has 


located in Deoatur for the practice of 
law. He has an office with 8. B. Gher 
at 123 North Water street, and is ready 
to practice in all courts. 


THE other day a man said: "I'm as 


bilious BB I can be." Hie friend replied: 
"Take DeWiM's Little Early Risers, 
these little pills cured me." W.F. Neisler. 


FRANK H. BBOOKS, a Democrat, and a 


WILLIE KEWCOMB BURIED. 


The Father Too Late—Toe Body 


Taken Oare of by An Uncle 


—The Stufflebeam Boy. 


IT WAS OUR DAT. 


Dedication of the Splendid Illinois 


Building at the White Olty. 


Chicago Tribune newspaper mac, 


B. Stine 


Clothing Co. 


well 


tllP world On it 
ktowu to the fraternity in Decatnr, and 


' 
Illinois politicians generally, has been 
appointed U. 8. Consul at Trieste, Aus- 
tria, at a salary of 92,000 and fees. 


THE Bank of Newman, it is said, will 


be the temporary loser to the extent of 
83,000 by the Capitol Buck at Indian- 
apolis last week. It will DOC lose the 
amount, it is claimed, as tbe Indiauapolis 
concern will soon resume biisints'. 


DsWiTT's Witch Hazel Salve causes 


wounds to heal rapidlj, purifies and 
nleansee obstinate sores and IB a well 
known cure for pilfs. 


CAM/ at Fisher & Loog's, 335 North 


Water street and see their big stock of 
farm implements. They huve a full line 
from a steam thrasher to a wheel barrow. 
We will save you money. 
Call and see 


UB. 
maroh'23-w2m 


WHILE the Clinton fire marshal was 


being married the other dny, some joker 
in the list of city officials had the fire 
alarm whistle blown. It was an une&ey 
moment for the chief, but he had bis 
head part way in the yoke and could 
not free himself. 


A TEXAS steer with hoofs over 18 


inches long was shipped through Deoatnr 
yesterday for the east, where he will be 
placed in a museum. The animal was 
lying down and could not stand on his 
feet at all, When he walked he did eo 
on his knees, which were thickly pad- 
ded. The animal was valued at $1,000. 


THE final step was yesterday taken in 


the proceedings by which the United 
States becomes the owner of the Chero- 
kee strip. The number of acres ceded is 
6,022,754 and the price to be paid' for the 
same 38,595,736; and It is hoped to have 
everything in readiness for the Presi- 
dent's proclamation on September 15. 
There will be a rush in September to 
secure land on the day when tbe word is 
given to "go." 
Every old soldier can get 


160 acres by putting in his claim. 


From Saturctav'i D<Mv 


Thomas Newoomb, whose young BOD, 


Willie, was killed in R railroad wreck on 
tbe C., B. & Q , at Lynn station in Henry 
county last Sunday, returned this morn- 
log from Bock Island where he had gone 
to bury the hoy. He left here Tuesday 
night by way of the P., D. & E., and 
reached Peoria too late for the Rock 
Island train and consequently did not 
reach thereuntil 7 o'clock p. m. 
The 


body had been held as long as possible 
and had been buried at 3 o'clock, four 
hours before the father got there. As 
stated heretofore in tbe REPUBLICAN the 
boy had left borne without the knowledge 
and consent of his parents with Arthur 
Stnfflebeam, son cf Mrs. Stmllebeam of 
North Edward street, and met his death 
at Lynn a small station about twelve 
miles southeast of Book Island. 


Mr. Newoomb saya the boy's grand- 


parents and an aunt reside in Bock 
Island, and several aays ago the boys 
appeared at their home where they were 
taken care of, but the.y soon after left, 
going south toward Burlington where 
Stufflebeam claimed to have relatives. 
The next heard of them was the accident. 
It appears they had gone down the road 
and had taken a contract to unload some 
coal from the care, and having completed 
the work bad started back toward Book 
Island. The boys were identified by the 
man for whom they had unloaded tbe 
coal and he remembered they had told 
him they were from Deoatur. The New- 
oomb boy was instantly killed by being 
crushed under the car as it fell over and 
tbe Stnfflebeam boy was hit on the back 
of tbe bead by the end of a beam tbe 
saane aftrrwards falling across him, pin- 
ning him to the earth. He would have 
died in a few momenta had not some 
other parties who were on the train 
lifted 
tbe 
beam 
off 
of him. He 


cannot recover, however, in the judgment 
of the physicians. His mother ia with 
him doing all she cun for him. The 
Neweomb boy has an uncle, Nick New- 
comb, in business at Davenport, who, in 
rending an account of the wreck, in 
which it was stated that tbe name of the 
boy who WBB tilled was thought to be 
Willie Newcomb, went down to Ljnn en 
Tuesday and found ihat the body wse 
thot of his nephew. He took the body 
to Bock Island Wednesday and held it 
in hopa that his parents would get there 
in time for the funeral, but aa they did 
not come as expected the funeral services 
were held at 3 o'clock p. m. Wednesday, 
at St. Joseph's church, and ths inter- 
ment at the cemetery immediately after- 
wards. 


LINK CDFF BUTTONS, 


The Popular and Fashionable 


Button for Gentlemen. 


large Variety in Attractive Patterns, 
V:W.R. ABBOTT &co., 


Suddenly Taken Away. 


From Saturday's Daily. 


Miss Myrtle BentOD, youngest daugh- 


ter of B, A. Benton, residing half a mile 
east of Emery, near Maroa, died very 
suddenly yesterday at 4 o'clock. 
She 


had not been in excellent health for some 
time, but the past few days haJ been feel- 
ing better than usual. On Thursday she 
had doue a hard day's work, ate a hearty 
supper, and afterwards walked to Emery 
on an errand. She retired at the usual 
hour and slept well until about three 
o'clock when she was taken suddenly ill, 
She call»d her folks, and a telegram was 
at once sent to Dr. McLean, who arrived 
there about 5 o'clock, an hour after her 
death. Th» doctor thinks the immediate 
cause of her death was heart failure. 
Miss B-mton was a young lady with a 
large circle of friends in tbe community, 
to whom her death comes as a sad blow. 
She was m har 2lst year, and a fnther, 
mother, two brotners and ft sister, are 
bowed down in the deepest sorrow. She 
was a member of tbe M. E. church of 
Emery. Burial at Maroa Sunday at 11 
o'clock. 
_________ 
Under Arrest. 


From i'aturSav't Daily. 


Harmon Molntyre is under arrest at 


Dalton City, charged with having made 
a criminal assault upon Mies Oz-»e, aged 
17, daughter of Dr. Ozee. The examine 
tion of Molntyri, is set for May 30th be- 
fore Justice Combest. 


DEPRIVED of health.tbere is DO pleasure 


in living. DeWitt's Little Early Riaere 
are pills that produce health. They aid 
digestion regulate the bowels and cure 
constipation. W. F. Neisler, 


Quiet Churoh Wedding, 


From Vri&ay'iDailv. 


There was a quiet wedding at St. 


John's Episcopal church, last evening, 
witnessed by the immediate relatives and 
a few near friends. Frederick K. Morgan, 
a merchant tailor of Bloommgton, and 
Mrs. Annie E. Young, also of Blooming- 
ton, were married by the rector, Bav. M. 
M. Goodwin, The usual Episaopal cere- 
mony was used, 
After the wedding the 


party partook of a marriage feast at the 
home of Mr. and Mrs. B. F. Bobo on 
West Eldorado street. Mrs. B. is a sister 
of the bride. Mrs. Morgan ie a daughter- 
in-law of B. J. Young, whose home is on 
WeBt King street. Mr. and Mrs. Morgan 
left for Bloomingtoo last night. 
The Penitentiary Commissioners. 


During the past ton days the com- 


missioners of tbe Joliet penitentiary with 
be Warden have been off on a junketing 
expedition in the east in the interest of 
he state prison. 
The party arrived in 


Deoatur last night. Commissioners B. K. 
Dnrfee, Heenaa and Waterman, with 
Warden Allen were in the party. 
On 


their trip th»y visited the prison at Sing 
Sing tbe day Harris was executed by 
electricity. Warden Allen was the only 
one who witnessed the death of Harris. 
The trip, the gentlemen say, was one 
which gave them many good pointers 
which will be of benefit in tbe manage- 
ment of the Joliet prison. 


Coining to Decatur. 


The State Medical society concluded 


ite annual session in Chicago Thursday. 
The following officers 
were elected: 


President, Dr. P. H. Hill, of Peoria; 
treasurer, George N. Kreidler, of Spring- 
field; secretary, John B. Hamilton, of 
Chicago; assistant secretary, E. J. Brown, 
of Decstnr, The next annual meeting 
»ill tie at Decatnr, 111., the third Tues- 
day in May, 1894. 
To the Farmers of Maoon and 
Adjoining Counties: 


When you want anything in the way 


of a ttrst-olass Implement for tb» le»et 
money, call at th«. Deoatnr Implement 
Oo , corner East William and Franklin 
etreetB. 
Feb 16-wtf 


Buggies, Buggies, .tiuggle*. 


When >ou wnnt a Buggy, Surrey or 


Phaeton ootne nud look inrongh oui 
stock. We have borne of tho beet bug- 
gies iTNde and our IJIIL'«-S are the lowest. 


THE SPBSOBH .v LEHMAN Oo. 


Thursday, May 18,wss Illinois day at the 


World's Fair, and Illinois being the host 
for all the world at the big show the oc- 
casion was a notable one, with a tre- 
mendous crowd present to witness the 
ceremonies. The order of exercises as 
published in these columns heretofore 
was observed in the dedication of tha 
imposing Illinois buildings. 


DESOBIPIIVE. 


Illinois has naturally taken the lead 


among her sifter commonwealth in the 
erection of a stats building. It has been 
properly classed as one of the great ex- 
position structures. It is located on a 
terrace at a point where it may be seen 
from almost any portion of the grounds, 
the grand entrance facing the north pond. 


The plan of the building forms a Greek 


cross, whose main axis is 450 feet long 
and 1GO feet wide and lies east and west. 
The shorter axis 285 feet long with an 
average width of 98 feet. At the inter- 
section of the arms of the cross rises tbe 
dome, with a diameter of 75 feet at the 
base and a height of 263 feet. The dome 
contains a continuation of the gallery 
which is reached by two circular stair- 
ways. At the east and west ends of the 
building are two large entrances. On 
either side of these entrances are rooms 
20 feet deep and extending the entire 
width of tbe building, and also occupying 
the 'nil height, which is three stories. 
The rooms at the east end are chiefly 
used for school purposes, a large one on 
the ground floor being fitted up as a 
model kindergarten. 
Beyond this ex- 


tends the great exhibition hall, 381 feet 
long, tbe central portion being 75 feet 
wide and flacked by aisles 40 feet wide. 
The central division is lighted by win- 
dows in the clerestory and by roof lights. 
The aisles are lighted by semi-circular 
windows on the side walls. The southern 
part of the short arm of the cross is 121 
feet wide, extending 75 feet beyond the 
walls of the main building. 
The lines 


of its cornioe, being extended across the 
main building, form the external base 
from which the dome springs. Its three 
stories are sub-divided into rooms, halls 
and corridors. This is the offioial part of 
the building, where the governor end his 
suite and the members of the board of 
commissioners meet to transaot business. 
Some of the rocma have been set aside 
to accommodate the Woman's Board. 


The northern arm of the cross IB tire- 


proof. It is 75 feet wide, and extends 50 
feet beyond the main building. 
The 


walls are of brick, covered with staff. 
The roof is of galvanized iron and glass, 
supported by steel trusses. This part is 
called Memorial Hall, and contains relics 
from the state oapitol. 


The design of the Illinois building is 


au adaptation of the Italian renaissance. 
The exterior accentuates the plan and 
construction of the building, no seemingly 
constructional feature being added for 
effeat. Advantage has been taken of the 
plastic character of the outside covering, 
in a lavish use of ornament; tbe solids, as 
a rule, being highly enriched, with here 
and there a severe treatment of contrast. 
The base of the dome rises from a series 
of steps, upon which is a double support 
of the drum, the outer one being an order 
of Corinthian columns and the inner a 
wall pierced by windows. 
Above the 


entablature rises the drum, which is 
covered with galvanized 
iron. 
The 


trusses are accented on the outside by 
prominent ribs, the intermediate spaces 
being paneled, 


The sculptured figure crowning the 


main entrance is by Lorado Taft, It is 
draped, with arms outstretched, and rep- 
resents "Illinois Welcoming the Nations." 
Other allegorical groups are "La Salle 
and Companions" and "Education." Six 
young women in Illinois designed the 
seven original figures used as a part of 
the interior decoration, the figures and 
sculptors being as follows: "Maternity," 
Mrs. Ellen Bankin Oopp; "Justice," Miss 
Janet Soudder; "Charity," Miss Carrie 
Brooks; "Faith," Mias Julia Bracken;" 
"Learning," Miss Zalime Taft; "Art," 
Miss Bessie Potter; "Welcome," Miss 
Julia Bracken. The first six of these are 
of staff and the last of Pari in marble. 


TOOK CARBOLIC AOID. 


Sad Death of the Little Bon 


Alfred Robinuon on Wesc 


North Street. 


Of 


From Fndav'i Dally. 


There is deep sorrow in the home of 


Mr. and Mrs. Alfred Bobinson, lit 543 
West North street, this afternoon. Their 
little son, aged 3% years, died at atont 
1:40 o'clock, as the result of swallowing a 
quantity of carbolic acid. The larnly 
moved to-day from 1053 West Howard 
street to West North street. At tl e new 
home all of the furniture, boxes and bas- 
kets were in confusion, and the obildren 
were running about the rooms. 
The 


little boy, while the mother was ec gaged 
in another part of the dwelling f djust- 
ing the furniture, came across a basket 
partly filled with bottles of medicine, and 
while nobody was near he pulled out a 
bottle containing carbolic acid, uncorked 
it and drank a quantity of the burning 
iquid, enough to make him cry on; with 
pain, and render him unoonecions 
Dr. 


Jones was summoned to the hcuse at 
once. Every possible efforts wert, made 
to save the life of the child, but thf y were 
without avail. He did not epeak i nd ap- 
parently he did not suffer. His lips were 
burnt and swollen and part of h s chin 
upon which tbe liquid had droppeJ, was 
burnt. 


Mr. Bobinson is the confection sr and 


fruit dealer in tbe small room scuth of 
Bradley Bros, dry goods store. 
He is 


widely known and will receive thu sym- 
pathy of his hosts of friends in his sad 
bereavement. 
There are three other 


childran in the family. 


Home From Quinoy. 


From Frldoy'«Dail 


J. B. Gorin has returned from juinoy 


where he has been a daily attendant at 
the State Sunday School convention. We 
are indebted to him for a cop.) of the 
Qniney Herald, which gives the follow- 
ing list of officers elected: 


President—J. L. Hastings, Mason City. 
General Secretary—W. B. Ja >oba of 


Chicago. 


Assistant Secretary — Misa i'Cary I. 


Bragg of Chicago. 


Beoording Secretary—Mrs,Edit i Burn 


ham of Chicago. 


Treasurer—R. W, Hnre o( Chit-ago. 
Executive Committee—B. F. Jacobs, 


chairman; L. A. Trowbridge, B>ckford; 
B. W. Hare, Chicago; Knox P. Taylor, 
Bloomington; B. H. Griffith, Bushville; 
G. W. Burnett, H. T. Lay, Kewenee; D. 
B. Parkinson, Onrbondale; T. H. Perrin, 
Alton; Frank Wilcox, Champa gn; G. 
L. Vance, Joliet; I. M. Eddi>y, Mo- 
Leaneboro; Walter S. Beariok, Ashland; 
Prof. H. M. Iteed, Galesburg; J. B. 
Gorin, Deoatur. 


All the officers will uttend the World's 


Convention at St. Louis. 


On the Law Points. 


Tbe BEPCBLICAN is in reoeipo of late 


copies of ihe Evening Praas .'rum Day- 
ton, Ohio, where the general conference 
of the United Brethren ohurch is in ses- 
sion. At the session on Tuesday, with 
Bishop Kepbart in the chair, the -o was a 
long discussion on the item of paying 
members in tbe church, and this new 
question to be put to new mem jers was 
adopted: "Are you willing to contribute 
to tbe support of the gospel as God 
shall prosper yon?" The two lady mem- 
bers of tbe conference voted in favor of 
the item. The item making it (u immor- 
ality for any member of the ohnroh to 
go to law, unless it be necessary by the 
fact that they are administrate-s or are 
ubont to suffer loss of property cr injury, 
was adopted. A member removing from 
a charge and not reporting annually to 
that charge, may be marked temoved. 
This does not compel the removed mem- 
ber to oontribate to his former charge. 


Death of Mrs. John Stabler. 


From Saturday's Daily. 


The many friends of Mrs. John Stabler 


•will regret to learn of that estimable 
lady's death this morning at 12^0 o'clock 
at her home No. 441 South Crea street, 
of blood poisoning, aged 28 yean. Mrs. 
Stabler is survived by a husband and 
three children, one boy and t«o gills. 
Ihey are Earle, aged G years; Of 1m aged 
4 years and ail infant daughter aged 22 
month)?. 
Mrs. Stabler has been ill for 


several weeks and her dangerous con- 
dition has been recognized from the first. 
She received tbe care of tbe best phy- 
sicians and th« constant attention of her 
husband and friends. 


.bacnman's Baoy 


Carriages, the best Hue m the city, at 
prices lower than ever. 
a5-d&wtf 


BLDE GBASS Carnage Shop, ooe block 


east of Shellabarger's mill, Cerro Gordo 
street, has a fine line of Surreys, Bng- 
giee. Boad and Spring Wagons. Do a 
general line of repairing, repainting, 
overhauling, &c. Come and see this line 


At Elkhart. 


John A. Simpson, of Lincoln, has been 


awarded the contract to ere.'t a fine 
store building for John P. Gillett, at 
Elkhart, at a cost of 87,000. Three large 
store rooms with plate-glass fronts below 
and a lodge room and the library room 
above, with ante roome. The library is 
the gift of Mrs. Gillett as the promised 
reward for continuing Elkhart us a tem- 
perntice town. The Knights of Pythias 
Bed tbe Odd Fellows will nee the lodge 
room. 
_____________ 
Tom White Post. 


Genera) Ord^r No. 1—All members of 


Tom White Post, N •. 529, Department 
of Illinois, G. A. B, »nd Comrades and 
Sons of Veterans, are expected to meet 
at the Bepnblioan hall, Mt. Zton, 111., on 
May 28, at 10 o'clock sharp and march to 
the C. P. church where W. G. Cocbran 
will deliver the memorinl address. 


T. F. BILBV, Cocm 


J. H. JONES, Aajatttut. 


In Jan. 


Edward Shoemaker, aged 20 years, eon 


of David Shoemaker, bad his preliminary 
hearing in Justice Provost's court last 
evening on a charge of making a criminal 
assault upon Naomi Abbott, a girl of 15 
years. The "Squire held Ed. under 8200 
bonds to answer, and he went to jail in 


EWSPAPERl 


Bishops oi the United Brethren. 


The United Brethren conference re- 


elected the Bev. Jonathan Weaver, D. 
D., of Dayton, O., Biihop EmerU ns. The 
Rev. Nicholas Castle, D. D., of Elkhart, 
Ind., theKev. E. B. Kephart, D. D., 
LL D., of Johnstown, Pa., and tbe Bev. 
J. W. Holt, U. D., of Woodbri ige, Oal. 
were re-el, oted bishops. Tbe J4«v. Geo. 
Fnnkhonter, D. D., president c,f U~lon 
Biblical Seminary, of DsytoD, Ohio, was 
elected bishop out declined, acd amid a 
storm of nays the conference »djourn«d 
for dinner. 


Will be Held atOhampeign. 


The Illinois inter-collegiate contest of 


college prohibition clubs will bt held at 
Champaign Jane 2 and 3. Thie is made 
up of the various college clubs ibat havn 
been organized m the interest >f prohi- 
bition; each hau an oratorios) a* iociatiou. 
There will be about twenty-ave colleges 
and preparatory schools reyrisented. Th» 
winner of this state coott-S'. will attend 
the inter-state contsbt »t Harvard next 
fa!'. 


New Jewelry Store-. 


We have opened a jewelry department 


in which we have a fine line of Jewel 
gasoline and Jewel gas stoves. Call and 
see them. 
LYTLB & ECKELS HABDW/ BB Oo. 


THB Duke of Edinburgh wean • gold 


bangle fastened with a gold lo:k on hie 
left wrist. 


MEWSPAPEJRl 
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WEEKLY REPUBLICAN. 


tf NTBBBD at thB i-iHtnnicB at Deoatur, Illinois 
at wx>nd class mall matter. 


CLACS SPKKCKELS,"My Commissioner" 


Ulonnt, Lilioakaloni 
and 
President 


Olavelnncl ore a quartet that the laboring 
people might do well to keep an eye on. 


PIIKSIDKNT CLEVELAND probably made 


thu mistake of his life when he failed to 
oall Henry Villurd and Clans Spreokela 
to his cabinet, instead of the men they 
rei'om mended. 


THKIIK will be no Fourth of July in 


Huwaii because therw o»n be BO Fourth 
of July where the American Hag 18 not 
allowed to iloat. 13 ouiit knowa bow 
thut is, fur lie 1ms trine! it befoie. , 


HO.IIB day wo will know whether the 


W'jrld'H Vuit will bo open on Sunday 
nnJ aome day we will know whether the 
Ddnucratio I'iirty will kc^p its promise 
to relieve tli» p-oplB of tnrilT tuxes. 


IF the Deinucrai-H lira iu t'uvor of elecl- 


inx Un'.t'd Htutpu udmitora by direot vole 
of the people, why IUH tljey HO prtraiste 
in KerryiuiiiKjurini; th« btalw s> us to 
semire u majority ou joint ballot iu the 


GEOUOIA hae thirty ttiuuaiu,;! acres of 


watermelons whioh tire beiijk' uultivhted 
nn'l produced by negroes, while ex-(^ue 
Lilioukaloni ia oulliviitiux "My Corarnie- 
sioner" Bloant, who was produced by 
Oeorgm. 
_ 


THEME hae been u good deal of talk 


about several Democrats who huva de 
Glared they never will vote for the Uetnc- 
oiutic (jerrymander 
apportioning 
the 


oongresBionul districts c? the state, but it 
will milk* no difference how vigorously 
thuy tnay kick agaicet snob an unjust 
mennure they will all tiuaHy be whipped 
into line. 


(JtiiovBit CLRVELANU had a good deal 


to say daring the campaign about the 
duties of the government to the common 
people, but since he was inducted into 
office the only common people he baa 
Riven any attention IH Henry Villnrd, the 
railroad kiug, Clans ypreckelo, tha sugar 
king and the Spanish queenlet, and Lili- 
oukaloni, But cur turn rnny come some 
day. 


}.'ituuAiiLY the Bilhost and moat illog- 


ical tariff reformer who has yet appeared 
is the Democrat who snys the party is in 
favor of tnxinir the sn^ar of the rich and 
leaving the sugar of the poor tree, 
The 


avornf.e Democratic statesman is never 
as well satisfied with h'ta statesmanship 
as whou he is advocating some reform to 
bnild np an aristocracy of wealth in this 
country. 


one of the 
Chicago Uerultl is 


papers that openly charged that Presi- 
dent Harrison and the sngar kings of 
Hawaii were in collusion in the matter of 
annexing Hawaii. It haa received new 
ligat, but is not honest enough or cour- 
ageous enough to confess its error and 
apologize to President Harrison for ita 
misrepresentations, but it is engaged ex- 
pluming why Cliuis Hpreokels ia opposed 
to annexation. 


SINCK Clans bpreckles has epoken and 


declared his opposition to the annexa. 
tionof Uawuii nod Harrison's policy in 
relation to it, what hfia become of the 
Democratic papers that were charging 
that President Harrison and Minister 
Stevens were in league with the sngnr 
kirj£9, of whom Bpreokles was chief ? 
Why don't they epeuk out and let the 
people know whether they were lying 
then or whether Clans Spreokles and 
"My Commissioner Blonnt" are lying 
now? It was very easy for a Democratic 
paper to charge that a Republican Pres- 
ident was in league with the sugar kings 
of Hawaii iu the matter of annexation, 
but when itifi found, upon the statement 
of one of the kings himself, that he op- 
poses annexation becouso it would tend 
to elevate labor on the islands, and Presi- 
dent .Cleveland, in the interest of the 
sugar kings, stta down on the policy of 
President Harrison, not1 one of these 
Democratic papers has the oonnigo or 
'the honesty to attack Cleveland's policy. 
Bu', why should not Cleveland help the 
sugar kings when he can do it at the ei- 
pODSs) of tho 
government, when they 


contributed S2"l),ODO to help elect him 
President. _______^ 


PENSION* 
COMMISSIO.VKK 
LOCIIBEN 


speaking of pension matters says: "I be- 
lieve that every honeat soldier iu as anx- 
ionn that pension frauds, i[ they exist 
shall be exposed, as we are." 
This is 


Btrtmgo talk, coming as it doej from as 
good s eoldier as Loohren waa. "If they 
exidt" he says. Has he any doubt that 
tbeae frauds exist? Has not the Demo- 
cratic party indicted half the pensioners 
on the rolls and openly assumed that 
they are there fraudulently? Doea Judge 
Loehren believe that his party would de- 
liberately lie about ex-union soldiers and 
pensions? If he believes these frauds 
may not exist he therofors puts himself 
in the attitude of probably convicting by 
investigation, the leaders of his own 
party of misrepresentation. Does he be- 
lieve that he was appointed for any such 
par pose as that? It he doea he has mis- 
taknn his ooinmissior. He was appoint- 
ed to rip np the pension rolls as hia 
p»rl.y proposes to rip up the protective 
tariff, not to make the pension roll a roll 
of honor, as tho platitudinarians of laie 
party assume, but to tear it doivn and 
make way for free trade. The free trader 
eeas that to supply pensions a large rev- 
enue ia needod, and the 
necessity for 


large revenues is antagonistic to free 
trade. We fear Commissioner Loohrtn, 
if h>j is correctly quoted, is one of the 
peonle who does not kaow where he is 
i"at." 


A Lamentable Failure. 


A. Democratic organ, because the 


Qeary Chinese exclusion act only appro- 
priates 8100,000 to enforce it, exclaims ic 
u facetious way that we might have 865,- 
000 of enforcement of the act. This is a 
faithful illustration of Democratic stu- 
pidity in the enforcement of law. Secre- 
tary Carlisle and other statesmen of his 
olaes, after the President by a clear usur- 
pation of power whioh the constitution 
does not grant him, by way of apology 
for that unwarranted act, and for the 
purpose of deceiving the public said that 
it would require 86,000,000 to enforce 
the act. 


This ridiculous statement proceeds on 


the theory that to enforce the act would 
involve the deportation of nil the Chi- 
nese in the country because they had cot 
voluntarily complied with the law, which 
is a very unreasonable assumption, as 
unreasonable, in fact, as to aasnme that 
the courts would have to be greatly mul- 
tiplied to enforce any law with a penalty 
b-- cause everybody in the land would 
violate it. 


Some statesman with better views than 


Cleveland and Carlisle struck the lo<?io 
of the situation when he said that if the 
government should show a disposition to 
euforc» tin law, instead of trilling with 
it, Uifira would be few cases where depor- 
tation and the consequent expenditure 
of money would be necessary. This 
is the fact in the case. There are 
bat few Chinamen in this country at this 
time who could not comply with the law 
and who, if any attempt were made to 
enforce the law, would comply with it, 
and thus the country would receive the 
benefits the law contemplates. The facts 
are the law could be enforced, if Presi" 
dent Cleveland were statesman enough 
to attempt it, for much leas than 8100,- 


000, or could be wholly enforced instead 
of enforcing it 865,000 worth as the 
Democratic organ to whioh we refer sug- 
gests. 


Had Benjamin Harriaon, the statesman 


who signed the bill, been the president 
to enforce the law there would be no 
question about its enforcement. 
He 


would not have attempted to usurp 
powers he did not possess and then re- 
quire his friends to make trivial apolo- 
gies for his act. The law would have 
been enforced without a clash or a con- 
llict, and instead of being a matter of 
contention and explanation now, aa is 
the case under the fiokle policy of the 
present administration, its enforcement 
wonld now be past history and the coun- 
try would be enjoying the beneficial ef- 
fects of the law. Anybody with ordinary 
sense and discretion can play president 
when nothing is to be done except the 
routine business of the office, but in mat- 
ters of this kind it requires some ability 
and courage, 
__ 


Our State Institutions. 


Judge A. B. Herdman of Horrisoc- 


ville, chairman of the house committee 
on state institutions, was >.n the city last 
night. He said: "I have traveled over 
14,000 miles in this state and visited 
eleven charitable institutions of the 
state. 
Vfe found them a credit to the 


state and run very satisfactorily, The 
appropriations for the ordinary expenses 
of these institutions are 82,500,000 and 
the amount including extra eitension 
will be over $ii,000,000."—Decutur Daily 
Review. 


It ia evident from this confession that 


in traveling 14,000 miles Judge Herdman 
discovered that John P. Altgeld, when a 
candidate for governor, misrepresented 
and slandered our state institutions. It 
showa, too, that the average Democrat 
lias to travel a good ways to have a fact 
soaked into his cranium. It may be 
safely remarked, however, if AltgehJ 
Seeps on aa he has been doing, in four 
yeara one will not have to travel very 
'ar to find that by prostituting our state 
institutions to partisan purposes the 
3overnor has materially injured their 
usefulness and made them a disgrace to 
the state. 


Why? 


Ia 1SS3 every Democrat in the House 


sat for weeks breaking n quorum to de- 
feat the high-license bill. They failed to 
defeat it. If it was a bad bill and they 
were justifiable in their opposition to it 
theu, now, that they are in power, why 
have ihey not repealed the law? 


In 1885 every Democrat in the Houae 


sat for weeks breaking a quorum to de- 
feat the Chicago election bill. They 
failed to defeat it. It it waa a bad bill 
and they were justifiable in their opposi- 
tion to it then, now, that they are in 
power, why have they not repealed the 
law? Is the Democratic party as organ- 
ized a humbug? 


IT ia certainly a little early to be bring- 


ing out Mr. Morton for president. 
Mr. 


Morton's bar'! rnsy grow u good deal ic 
t'uren >*Hrs.— .S7. Lmiis Pust-Dispatch. 


Tha Post-l>ispatch ia right about this. 


After three more years of President 
Cleveland, unless he changes his policy, 
the Republicans 
will not necessarily 


have to consider the matter of a, barrel in 
nominating a man for president who can 
ba elected. 


THE vast facilities of the J. C. Ayer 


Co., 
of Lowell, Mass., enable them to 


place The Superior Blood-purifier-Ayer'a 
Sarsaparilla— within easy reach of the 
poorest invalid. 
Don't be induced to 


take a "cheup" substitute. 
Always re- 


member tha', the beet is the cheapest. 


STEVENS leaves Hawaii 


to-day, and when he reaches home he 
will probably have sorcetuiug to say that 
will interest such American citizens as 
are not pleased every time the American 
Hag is insuhed. ' 


THE German Emperor recently issued 


an order against officers of his army using 
single eye-glaeses. 


Jeff Davis Again. 


On the 28oh day of this month a peo 


pie who claim to be aa loyal to this gov 
eminent as though they had never mad 
an attempt to destroy it; a people wh 
every four years with great regularit 
meet with others in great convention 
and point with pride to the traditions o 
the Democratic party will start anothe 
wave of enthusiasm for the "lost cause, 
which wae as antagonistic to the Unio 
aa poison ia to life, over the remains o 
Jefferson Davis, Oc that day will begi 
the removal of the remains that wer 
once the temple of treason from Ne' 
Orleans to Kichmond. The hour whe 
these bones, which have been mad 
sacred 
to those once in 
rebellion 


and lens of thousands who were no 
actively in it, shall reach stations alon 
the route has been fixed, and the peopl 
whose soula are »yet bound to stat 
sovereignty and whoee hearts still exal 
rebellion are invited to meet in the citie 
and villages at the proper hour and d 
honor to the remains of Jefferson Davii 
the Ueal Democrat of these people, BE 
who, to them is the "patriot instead o 
Lincoln." 


These people will turn from tneir pur 


suits and stand sweltering in the sun t 
look upon the sacred train deooratei 
with flowers and draped with the 
BL 


twined federal and confederate ting as i 
passes, and will regard the presence c 
the Union Hag as due to great nonoessio 
on their part, after which they wi 
turn 
aside 
nnd 
listen 
to 
som 


fiery orator who will stimulate thei 
treasonable tendencies with eulogies c 
the departed leader and the cause whio 
lost to the country the lives of half 
million of its beet sons. Not only wi 
these people enact their part, but ai 
over the land the bourbons who live i 
the past and whose bourbonism blunte 
their souls to the finest touches of pair 
otism during the war, and who hav 
never been able since that conflict t 
bring themselves into a condition wher 
they were willing to admit that treaso 
WHS not justifiable, and that Jefferson 
Davis and Lee and Mason and Slide] 
and other leaders, in their attemp 
to 
destroy the government becauE 


the people saw fit to elect Abraham Lin 
coin president, were not greater than 
Lincoln and Grant and Sherman anc 
Logan and Zach Chandler and Simon 
Cameron and Oliver P. Morton and Diol 
Yates, will be thrilled with the marks o 
devotion of the southern people to theii 
ideal. 


This demonstration under all the cir- 


cumstances, no matter how devoted to 
the life and publio services of Jefferson 
Davis these people may be, should no 
be made. If they have no respect for 
the government as it is organized, so long 
as they live under it and accept its pro 
tection common courtesy should dictate 
that one nation can have bat one flag 
and one object. 


The period of the removal of the body 


of Jefferson Davis, whether selected in- 
tentionally or not, will embrace the day 
when the loyal people of the country wil 
meet to decorate the graves of those who 
sacrificed their lives to save the govern- 
ment Mr. Davis and hia followers tried to 
destroy and while loyal men and women 
by their acts and words upon that day 
are trying to establish in the hearts of the 
young people a love and reverence for the 
Union by referring to the acts of the dead 
in saving it, on the other side of the 
Potomac on the same day we will have 
presented to us the spectacle of an at- 
tempt to propogate in the hearts of the 
yonng a reverence for the dogmas whioh 
led hot headed partisans, because they 
could not rule it, to attempt the destruc- 
tion of the government. 


It wonld be well for the country were 


the dogmas which made rebellion pos 
sible as dead as the man who led the 
rebellion; but they are not dead and they 
never will be so long as the dust of such 
men is held before new generations as 
safe "shekinah" to follow. 


FOURTH ASSISTANT PCSTMASTEB GEN, 


MAXWELL has been presented a legal 
query 
for 
solution by Congressman 


Whiting that in justice ought to be re- 
ferred to the civil service commissioners. 
The question is: 
"Can B fellow will his 


job?" This means a political job. It has 
evidently grown out of a condition where- 
in aome Democrat holding a postofflce 
upon approaching death willed the office 
to some othar Democrat aa part of the 
aasets of the estate. 
It is also evident 


that in tha opinion of some other Demo- 
crats, that he did not will it to the right 
Democrat, hence the query. 
Now it at 


once becomes important what Maxwell 
rules concerning the matter. 
If he rules 


that he may will it, and the Republicans, 
ioclnding thoae who hold office, are as 
near dead us the Demoorata try to make 
themselves 
believe 
they 
are, 
these 


Republicans might at once proceed to 
will the offices they hold to successors of 
their own selection whioh wonld be un- 
satisfactory to the party in power. If, 
on the other hand, he shall rule that 
offices cannot be transferred by will, he 
may seriously cripple the intention of 
jrover Cleveland to will the presidency 
o a man of his own selection, whioh 
wonld cot please Cleveland, for he has 
come to the belief that he not only uwns 
the Democratic party but the entire 
country as well, and that he is not even 
imited in his power by the constitution. 
Taken all in all, Maxwell has a hard 
juestion to handle in the query presented 
"or solution. 


MARY NEVIXS BLAINE ia engaged to 


marry Dr. William T. Bull, the physi- 
cian who attended her when was stricken 
with rheumatism. 


PUT TO FLIGHT 


—all the peculiar troubles that 
beset a woman. 
The only 


guaranteed remedy for them 
is Dr. Pierce's Favorite Pre- 
scription. 
For women suffer- 


ing from any chronic " female 
complaint " or weakness ; for 
women who are run-down and 
overworked; 
for women ex- 


pecting to become mothers, 
and 
for mothers 
who 
are 


nursing and exhausted; at the 
change from girlhood to wo- 
manhood ; and later, at the 
critical " change of life "— it 
is a medicine that safely and 
certainly builds up, strength- 
ens, regulates, and cures. 


If it doesn't, if it even fails 


to benefit or cure, you have 
your money back. 


DRY GOODS & CARPET COMPAN 


f > 


What you arc sure of, if you use 


Dr. Sago's Catarrh Remedy, is either 
a perfuct and permanent cure for 
your Catarrh, no matter how bad 
your case may be, or $500 in cash. 
The proprietors of the medicine 
promise to pay you the money, if 
they can't cure you. 
FARMERS' COLUMN. 


World's Fair Visitors. 


Desirable rooms, large private residence. 


Michigan avenue, moderate rates. One mile to 
Fair Grounds, near Elevated Station. Only 
first-class people. For particulars address Mrs. 
K; Hunttngton, 5810 Michigan Av,, Chicago. 


may25-wlt* 


UAUGlff to loan ID large ana gmaii amounts 
BUliul Loans made on live stocn, larm lmp!e 
ments, or household goods. All elates of loana 
negotiated on short notice. 
Loans on larnia 
and city business property at 8 per cent inter- 
est. Apply to A. T. SUMMEH8, No. 145 Xortn 
Water Street, over Abel's carpet house, Decatur 
Ilinois 
iulylO-d&wtl 


FOR SATURDAY and MONDAY 


100 Sailors at 25c, worth 50, 
100Ass1Hats50c, 
"$1,00 


100 Ass't Hats 75c, " 1,20 
100 Ass'tHats $1,00, " 1,50 
100 Ass't Hats 1,25, " 1,75 


At 25o, 3oo, 5(b acd 60c, worth double. 


RIBBONS AND LACE 


25o, 35o, 50e and GOa per yard, 


WORK AND SATIN WIRE, a So 


For this Sale. 


S. G. HATCH & BRO., 


151 East main Street. 


SPECIALS+ 


For To~Morrow. 


175 Ladles' Wrappers, 
- - 


1,000 yds, French Figured Satteen, 
3,000 yds, Blacistone Dress Ginghams, 
5,000 yds Pinpin Cloth, Figured, - 
750 Silk Sun Umbrellas, at 
- 
- 


3,000 yds Manchester best Challies, - 
300 Infants' Lam Caps, - • 


25 dozen Men's White Unlaundried Shirts, 
- 
- 


100 ten Turkish Batli Towels, 
25 ten Men's Mixed Sox, 


Don't fail to visit the Ladies' Tailor. 


DRY GOODS fit CARPET COMPANY, 


-A3ENT8 FOR- 


The Celebrated "Ceiitemeri" Kid Gloves and 


Butterick's Patterns and Publications, 


a ! 


PEK3IA.\EXTI.\' 
CURED OR XO 
PAY. 


FINANt 1AL HKFKHENCE: 


Dun's Mercantile Agency, Olobe National iiank, Chicago, 111. 


WE REFER YOU TO 2,500 PATIENTS. 


NO PAIN ! NO OPERATION ! NO DETENTION FROM BUSINESS, 


Written guarantee to nb»oluti?ly cunMill kinds of Ituphire of cithorsex without tlio nun o[ knife 


or syringe, no mutter uf how IMIR sUiii'liuu. Kxuminution frw. 
»i>nd forcircuhr 


THE O. E. MILLER HERNIA COMPANY, 


llun Masonic Temjili!, Chicago, III. 


S, D. LOW, M. D., Consulting I'h.vsicmn. will be nt the St. Nicholas Hotel. Dwntur 1 i 
from 


May L'Qlh to Juno 3d, 181)3, for tho lieuefit of patients who cannot visit tlio home oilioo in 
'hii'Hgi). 


•'-'.'. ,'>ftl<jVi(J| 
' T^Lj^Xjl^—t--~" 


The Deering Improved Steel Binder. 


With its Handy Jointed Platform. Binder Trnck Done Away With Forever. 
- QOE3 THROUGH A 9-FOOT GATE. Call or send for Circn'ars Describing this Wonderful Invention.-- 


TTDECIES 
tra; 


DEERING BINDERS 
Are Light in Draft, Strong and 


Durable, &nd Have Im- 


menae Capacity. 


THE- 


DEERING MOWERS 
The New Deering, tne Deering 


Giant, the Deeiing Junior 


Giant, the Deering One- 


Horse Mower. 


THEY NEVER WEAR 
OUT. 
THE NEW DEERING MOWER. 


DEEEING BINDER TWINE, XJHE BEST TWINE 


W or3L<3.. 


rECX S. DURFEE & BRO., Agents, 158 S. Water St., Decatur. 


iNEWSPA'FERr 
lEWSPAPE&r 


DECATUR WEEKLY KEPUBLICAN THURSDAY, MAT J8. 


PENSIONS 


A. ,N< w York Post Suspeuded for 


(fcy or Ofiiciouness In Pension 


* 
, 
Matters 


Joseph 1' C*ar), D, pirtment Com- 


tuandor G 
A 1{ , state of New York 


mn la 
putjlio 
t j-day an order dated 


Msroh 1 ) disbanding Noah L rarnhani 
Po,it No Its of New lork city 
This 


* action la indorsed by A G \\eis=ert, 


couiu iui.1t/r in chief, by an order dated 
Milwaukee Ma) 1' 
'IhiB post le one of 


thf largest nt ' rittjest p jsta in the de 
pi'tmert of New \ork 
Ita members, 


ho vevtr, have d r two years not only 
opposwJ tlit> present pen»lou lavvs bnt 
h» e pnssed resolutions to that eFeot 
imil 
tmvo 
si 'it 
them wherever they 


tl ugbt thu" ttumule would linve a 
go >d i Itoc't 
Ihe new resolution* adopt 


t- 1 i^v 'irch S and Hont to the President of 
t t I t i 
h < > 1 Stn'm anJ others without 


ia( iipjuovd' 
tue eV purtment and na 


1 o 
t 
u> i uiun IITS Ifl tluj ( aii^H of the 


t *i.t>r 
Ac nppi.il will b« tnkun to the 


HI, itial encamp! lent t > he hnld at Ind 
a n i p * h - HI August, a i d 
M bittu tight 


wi 1 r bult 
It i-, t l i 
iiution of this post 


thi t Hi i j" vvho nro njvf eo^'agod in inak 
ink, nar on 1 B, sioiu point to a-) evidence 
tli it Urn i j l d u ' i j tlitiu ul"ea i-re opposed 


\ 
t j pemno-ti 


j|| 
bpooml Dmnor Sot oalo 


\\o will tlt»t cu umwnPing May .U one 


D Handsome Lngluih Dinner Sots, 


'"> for the set 
iliebe 


jrted to arrive last Nm>ni 


hut just arrived, and would hn\e 


limn placed on <• i'e at, WJ 00 per sot hiu 
t1 ey oolue in on tuuo 
J'he> lire hand 


I mrted in thren olore, silver grav, b rie 
»mJ d irk bl u, and tnuiiiied m Hold, and 


|» n n the nr-intm' bar/ mi s we ba\o ever 


»n iiblii to o'rer 
Come early ad we 


ve only Lh^ > 
!! 4 
utfl 


("no L 


^ 
» U W i l l L H M L L(> 


li ' i f 
D ffaudsoni 


X) 
, IH'PB at #H 7 


=,»| 
ire iinpjrte, 


t 


IT WILL PA\ YOU! 


i 
_ 


THE FAIR 


Weaver & Lewis 


\ \ I L l j 01VK AWAY 


Cft" Thursday, Friday and Sat- 
u-day Only, the following 
goo 1& at Lower Prices than 
ever offered 


Until farther notice we will 


hive three days of each week 
a BARGAIN SALE that will 
eohpse anything m our line 
ever offered to the people. 


Come early while the goods 


a -"a in stock, for some articles 
at these prices will be closed 
out the first day. 


>i 0 \\ indon yiiadet) 
12 assorted C'llois 


to st)lt»ct from, price 
>">', iSu, lOi 


1 j ntiO ")0 
take your choice for 2S( 


I 2I>0 pntkiigps lard wood Toothpicks, ic 


!0() 1. titriu mod Ha'e from 2~>j np 
to 


§2 in jou can titku >our choice f >r 15f 


4^ ' Gold Leaf I'lolure I ru lies 
2S 


f. ml Superior 
' 
81 £' 


T 3 Tin \\iiih Buiiirs 
51! 


()^ Copper liottom \\ afrh LoiiiT" 
7;o 


8' - C ippt r I>otto n \\ae'i hollers 'J 
tl J Hummer It'a Kettli-e 
25o 


1' nt lui Cup- 
2 


I 9 ('re tni 1 rM/ers 
t i e biit ruadc- 


2 mart, )M 10 
m irt, 81 1\ 1 it 


J 
•*! "^ about unt -alf pi ct> 


r idrnino Hunter's hifti rs 
. 
12e 


1 
u i i t H l n [ ) 1'iui 
2SL 


1 ) > irnti'd 
Clumil r 
S''H 
handsome 


1m oral on, ^nl 1 l i n e M 
8 1 


You should not misa this 


suap 
Always the Cheapest 


Place in Town. 


Weave? & Lewis, 


THE* FAIR 


VITAL TO MANHOOD. 


On F, v. \\lsl SJ,Mill ANO BRUN TKkxT 


M h N l n cp* uric ft r Hj^ttrin, Lnzzinos", Fits, r*tm 
Hi i I(iUlt>, Ntn m 1 r jstratloo cnusotl l)> 


111 t h 1 ^rt b i U L i Wiut fulnt -•* MiutiUDoiri ' 


fti uiiiB c>e Ilium, cniHiiitf lu mlt> miser} i 
nth, 
l u i n i i t u t u Oil AM 
Burn nru"S 
L< 
nt 
I n t i ' h i «t x li n t u t) 1 tut urban mi I ill 


i miilo W tukrif* ', Inv 
tintiir> 1 -m* Hpti-mi 
/ ia i uitiitd by < ui titrti n of brniu, s^lf 


_ ^ 
t ovir 111 luU ' i t 
A ii ntl 
trt ntmt ut fl 
^1 
*o byiiifiil 
\ \ i t l i t i t c u o i l i t f rl baien, with 
M , 11 ft n I \\ ntti n KU i uittt t > rt tun 1 It not curt 1 
Ul 4 l u l l t i i ilvMluMy in nt \U SI SI IVLKIILLM 
euro Shk II 
i lulu, 1 ill u m— 1 !• 


80U1 <<t m i h, 1 yt.pt p-U III 1 


•JUAltAMLI.3 lentil ouly by 


list 2 J North \\ater 
ni i>lj d».vul>r 


THE VOLCANIC 


Gold and Silver Mining and Smelting 


Company-Formerly Called the 


Volcanic Copper 


Mining and Smelting Oo —A 


Detailed Report 


Of Their Phenomenal Gold and Sil- 


\er Strme In the Esgle Tail 


Mountains 


i I 
IM nil i ib it in 


\. 
I 
III 
. 
8lrtit l)n itur 111 
W 


EST S LIVER PILLS H-ITIMM ( i RK 
I >m| lillat 
Lly'lK 


Hi ul ullu BU^ llltliuiatluu. 2*r* All Ul'Uk 


LOO \TION ^DSI/BOl 3'INES. 


mmea tire located about SO 


u lies oa !i due wust line from Phu?aix, 


H, near the line o£ Manoopa and 


"iunia 
oonntie') 
bein^ in Mancopa 


county unit ii'iont ''"> miles dae north o( 
bentirel on the S 1'. Kj , nncl 25 miles 
south of tbn BOHULZB, i 2N K 10 west 
Iln->> »r« bitniited m the toot hills of the 


J ml momitti ne Cafhedral Itocks 


and ueiir an extinct volcnno orater, wnmh 
a two and oa«-hulf miles northwest of 
the mine 


AMOCNT AM; si/c or CL UMS 


Iij9 Voloiinio Copper 
Micinj; 
and 


Smelting compRii>'s prop8rt> corieista of 
thd oriKinal hod, known as the ^ ukaire 
Mine, running Pdbt and west on the lode 
1500 feat hj 
< 00 feet wide. 
On both 


sides of the A oltRire we have the Barber 
and HuritT kidtp rnnning east and west 
1500 bj t DJ font wide 
Oa the euut and 


west ends ot thete lodes we have the 
Lower and 
Ao'cmmo mineo, 1500x600 


ft>et rnnuuig northwest and southeast. 
lhi» ine olaims covering about 100 aores 


< f rich u inerai ^routd almost in a solid 
eqn'ir«. In addition to these five claims, 
thi* c'ouip'iny owns the Colombia con- 
bis'i in of a rich ^o'd depo it one mile 
uuri Invent 


IIIL DIS(3O\EK\ AND LOCATION 


\. portion of this \aet deposit ( f ^ 


prr, j{ ild and ailver ore was nrst d eoov- 
ered b\ IVuro Lfdesino, a scout aad in- 
terpreter for General Oi ook 
In the win 


ter of 1S73 ths prssideut ordered Gen 
Croon to proceed from luma and take 
ont GeromiTio aud his marauding band 
ot Apiinhe Indiana from the vicinity of 
Liij^e lull moiiDtame 
It was during 


tint trip tbat Ledcerro discovered one 
of the mines and after eomo ten years 
later, the Apnohe InJ.ftne having been 
eubdtifd, he relnted his hnd to d inning 
engineer and BBta\<»r by thn carre of A 
I I'vteiic, who after eeveral nnanooeee 
fill trip", hnally fouud acJ located it in 
tl i> winter of IS U lie located one claim 
13IH) by bOO feet 
assnjed the ore act 


found it to be \ery noli in gold, silver 
and copper, and as he then thought, cop 
per predominating 
lie called it the 


\ oltaire, and Bbont April tth, 1S93 sole 
hia claim to the Volcanic company ol 
PI a nix for a consideration of 8150,000 00 
After this purchase the company seonrec 
the five other claims above referred to. 
rue EXTINCT ^ JLCA-TO \ND THE LOCATION 


11 IHESE MINES 


At a point about 2l£ to 3 miles sontL 


enst of the lar^e orater, and abont one 
mile southeast of the Eagle lail Moun- 
tains, out on a level plain are seven low 
hills or buttes, rising gently from the 
vallej, perhapa h feet from the plain be- 
I jw 
ibese ucneran area of about 100 


iorea, «hii,h e ubraoe the mineral deposit 
itie lodei, or veins, run through and 
ov^r theBtj hills eoutheist antt nothwest 
lh» ore ib fouad m large hssure veins at 
interval i ot 10,13 and 20 feet, running 
B mtheaut and northwest 
Across the 


hilU these \uius crop out at intervale on 
top ol these buttea on the elope and on 
the plum boiow and m the creeks south- 
east oil the bntteg one half milw from top 
of buttes and some eighty feet lower 
These veins are m place and vary in 
width from 3 to 10 feet 
Describing the 


occurrence and formation ot this vast 
deposit fiorn a geological standpoint, the 
ore appearing lu these fissure veins or 
openings was forced up from the bowels 
of the earth below by the expansion ol 
the granite or quartz formation, (being 
the composite rook ot the hill formation] 
daring the time the orater near by was 
m active operation 
While the rooks 


were expanded the ore was shooting up- 
wards and ns the rooks cooled the ore 
wus held in place where we now Bad it 
THE HUM 1 IL MINEli \LSroUNDONTIIESE 


SIALN BUTTLS Oli HILLS 


are gold silver, coppar, lead iron oxide 
Hour epar, lmie,CHrbon»te of copper, cop 
per gluuue, copper pyrites, black o\ide o! 
uopptr, red oiiue of copper and manga 
ne e 
All ot tbe above enumerated mm1 


erals loader this ore a perfect nature 
In': for its reduction with smelters 
Ihe 


color of tl e ore is a dark brown und red 
Hie ore ot the \arious veins have been 
assayed 1>> the best aesayerd of Plin nix 
The|lowesi assays run SD'J 10 gold, £13 8( 
silver am. 1- per cent copper per ton 
Ihe highost assays ran S11'I3 30 gold 
^]s (>0 bilver and ^! per cent copper per 
t->n 
i'rom these ligures yon can com 


pate a general average of the whole which 
masts tins deposit 
len times the noL 


e=t mil e ever discovered on the conti- 
nent. L p to date these veins or Jodee 
have not been sunk upon over 3 to 11 
feet, but at numerous places and wher 
ever opened there is ore in great abund' 
ante, and nil is pay ore from the grass 
roots down A regiment of soldiers conk 
be worked on the oatoroppicgs of these 
veins and each man have ample room to 
work 
THE LOLCMBIA A VERITABLE GOLD HILL 


'ihis la one of the company's big flnde, 


It is located about one mile northwest o 
the |8even bnttea just referred to 
This 


hill rises np from a level plain that sur- 
rounds it and is eocnposed entirely of 
a dark yellow and dark brown rock.inter- 
mixed with melted quartz. Each and 
every rock is separate and apart from the 
others. This hill covers an area of about 
ten aores 
On the north end of this hill, 


about 200 feet from its brse, is a wile 
dark quartz vein about 35 to GO feet 
wide, showing free gold, this vein rnns 
under the hill and again shows itself 
on the south end 
Climbing the hill, -we 


hid that the entire formation of this 
hill has I °en forced np from the bowels 
oi the enrtb beneath it while in a molten 
state am the gold acd quartz which it 
contains carried up with it and as it fell 
back uprn the veia it cooled and formed 
the lull 
These rocks in cooling formed 


and assumed all kinds of shapes, being 
rough and irregular all over them much 
resembling molten lead or iron that 
would be shot high m the air and cooled 
as it fell 
There is no earth matter, no 


foreign rocks, in fact nothing on this hill 


of ore only tbe ore matter that baa been 
norced up from below. This gold till 
was of en passed by old prospectors and 
as it reaarnbled a lime rock hill every one 
sooail<-d ic arrt pae»ud it by. The pres 
dent of the ^ I!L'MLIP company Lav ng 
lad his attjnlion cdled to it concluded 
IB would locate u under the new stone 
aw as a lime ledge with whioh to tins 
,he ore found on tue seven hills near by, 
mt on making an examination he found 
.he weight of each and every rook like 
tbat of lead 
The formation being so 


difterent from anything be had ever 
'ound in his twenty years mining experi- 
ence he could not well name the ore that 
predominated, bat concluded he had a 
jig mineral find of some kind 
He lo- 


cated it as a gold and silver claim, came 
;o Pha>i]\. with samples of the ore and 
asd it assayttd. Various assays of this 
ore were made and tbe general average 
was 8250 60 gold and 80 30 silver per ton 


1'he entire hill oan be loaded on a 


wagon and hauled to the smelter one 
mile south without a pick or crowbar to 
ooeen the rock 
The value of this find 


is so great that it will run in the millions 
and may be figured from this description 
Length, 1,000 feet, height,'13 feet, width, 
600 feet, average value per ton, $240 90, 
with a rich gold vein under it to draw 
Irom 


V> ATER AND TIMKJ E 


There is an abundance of nonwood, 


mefquite, hgntimvil L and palo verde 
wood in the villey surrounding these 


cis 
\eryvalnable wooda fop making 


charcoal with which to em«lt thefce free 


xiD/ ores 
Wattr may be had almost 


anywhere near the mines bv sinking wells 
from tbirtj hve to hfty feet, or by the 
orange Bult caual, the mam extension of 
which will be built to these mines this 
summer 


IU1LM U FACILITIES 


The cearesr railway point to these 


mines at this time is Sentinel and a new 
station recently opened on the 8 P. B'y 
thirty five miles soutn of the mines, with 
a good wagon road all the 
w ay 
The 


Pt(i_mx 
<fe San Uiego railway is now 


being surveyed and will naces8Bnly have 
to pass these mines, as they xre located 
at the mountain pass in tbe Eigle Tail, 
through which the road will run 
But 


laok of railways will not be any serious 
drawback to working these mines at an 
immense profit, as the cost of transport- 
ing the smelter machinery f rom the rail- 
way to the mines will be nominal 


THE OWNERS OF THESE iriN'BS AND THEIH 


IMKNTIO.NS 


Thpse mines are owned by the owners 


of the Orange Belt Land aud Canal com- 
pany, who are I bccnix and Deo itnr, 111 , 
patties 
At the time they purchased the 


* oltaire mine they supposed that they 
had the largest copper deposits in the 
west 
They lucorporated und bongbt 


other properly HdjsceLt and called their 
company The A oloanio Copper Mining 
i Smelting compimj 
But soon after 


they found they had HITS ttold than 
copper and it is cow the intention of the 
directors of the company to change the 
name of their company to The 'volcanic 
Gold .t Silver bmelting Co 


THEIR rcKTOEH INTENTIONS, OPINION'S or 


MINING ENGINEERS Af.D EXPERTS 


The company beug ver> careful and 


conservative and well eipi nenc-ed in all 
the details of mining, ln,ve had their 
mines examined by bapt Samuel L 
Sanders, a mining engineer and aesayer 
of PLrenix 
Also by A J Porterie, a 


mining engineer and assayer of Pbtemr, 
Both parties having visited the mines 
twice and taken samples of the ore from 
the mines, aud assayed with the above 
results 
These ores were also aajayed 


by the byanide Gold and Silver Extrac- 
tion Co of PhioTix, by Mr Walrteu, their 
oLemigt and assnyer 
Samples of the ores 


were forwarded to San Trancisco, Uenver 
and St Louis the assays agreeing wuh 
facts given above. After having all of 
these facts before them the company 
have concluded to put a force of men to 
work on the mines at once dig wells for 
water, open out the ore veins and locate 
smelters 
and 
commence 
operations 


At the time the company presumed 
thpy hud only a copper mine 
Ihey of- 


fered treasury Bto"ls at 50 cents on the 
dollar to raise funds to assist them in 
erecting siLeltere, but since the big gold 
nnd, the company will only difpose of 
50,000 shares at 50r-ente each, when pnoe 
on tne remaining shares of stock will be 
advanced to par 
The other stock held 


by the incorporators is not for Ealo 
The 


company is capitalized for 
8750000, 


shares 81 each, (nil paid and non assess- 
able. Amount of treasury stock 150,000 
shares, considerable of which is now be- 
ing negotiated to San Frnnoisoo, Denver 
and ibt Louis parties 
The mines as a 


whole are not for sale at this time, and 
should the directory at any future date 
determine to sell them, the paice asked 
weuld no doubt go over the 20 million 
notch 
The directory of tbe company 


behva in working their valuable finu 


Samples of the oreti may be seen and 


shares of stock purchased at the rea 
estate office of Hunter Bros, 122 Mer 
chant street, Deoatur, 111 


School Report 


Report of Brush College school for the 


spring term, beginning March IS anc 
closing May 10,1893 


Scaool «is 111 b ssion forh tlnee iliji 
Dull average a tendance twentj one 
Ihe follow m^ p iplls enrolled luring the term 


Lthel klrkman,Olive Kirknun tva Slaj,lT-ace 
bli>, Mamie Clark, Ella Claris Llurley Clark 
riurley Eaton, Jis^e 1 aton 
Clarence lit/ 


Johnie CUrk, Will u Clark Otto Jensen, Jimnile 
Swart/, K B bwut/, \\lllie (,eik, Albert l,erk 
(/.ottned berk Martha Gerk, Annie White 
Willie White, Albert Roby Minnie Moser Clara 
Muser, Rosa Moser Lucy Moser 


\ isitors during the term 
Mi M Clark, Mr 


N, bwart/, Misses tsellie Clark, I aura 01 uk 
Uertie Cooler Minnie Slay Pearl 1 resto, badi 
Buckloo, Etta LiU Louie Lit/, Mrs Drake, Otto 
Drake and Mrs Isabel 


School closed with th« usual picnic 


and hterary exercises 


Miss PETTYJOHN, Teacher 


Specimen Oases. 


S H. Clifford. New Cassell, Vfis , was 


troubled with Neuralgia and Kbenma 
tism, his stomach was disordered, his 
Liver was affected to an alarming de>gre« 
appetite fell nway, and he was terribly re- 
duced m uesh and strength 
Three bot- 


tles of electric Bittprs cured him. 


Edward Snepherd, Harnsburg, 111., hac 


a running sore on his leg of eight years 
standing Used three bottles of Electric 
Bitters and seven toxes of Bucklen's Ar- 
nica Salve, and his leg is sound and well 
John Speaker, Catawber, O, had five 
large Fever so es on hie leg, doctors saic 
he was incurable. One bottle Electric 
Bitters and one box Bncklen's Arnica 
Salve cured him entirely. Sold at Kin( 
& Wood's drag store. 
cm 


CUPID'S CONQUEST. 


Happy Marriage of Mr John Finn 


and MIBS Mary Ooleman 


Bloo ntnjton Bullitin, Maj 
j 


In the presence of a small number of 


ntimate friends and relatives Father 
Thomas Finn, of Bei-Yidere, united in 
marriage Mr John Finn, of Decatur, and 
Miss Mary Agnes Colemsn 
The cere- 


Bony was performed at the bride's home, 
509 South McLean street, this morning 
at 8 30 o'clock 
The bride 
appeared 


charming in a handsome gown of ashes 
of roses Landsdowne and wore diamond 
ornaments Ihe groom wore the con- 
ventional attire. The attendants were 
Miss Ella Lahey, ot Deoatnr, cousin of 
ihe bride, ana Mr Jamea J Finn 
After 


;he ceremony, which was \ery simple, 
Ihe couple were given a reception, and 
they received the heartiest congratula- 
tions of all 
This afternoon at 3 20 Mr. 


and Mrs Finn left for their future home 
in Decatur 
The groom is m the mer- 


cantile business m that city, and is a 
most worthy and estimable young man, 
respected bj a large circle of friends 
His bride is one of Bloom ngton'e fairest 
daughters and who can be illy spared 
fiom the cirolfa m which the moved 
Many valuable presents were recei ed 
frctn admiring Inent s, a notable one be- 
ing pn elpgact gold-lined silver tea set 
from the Pluafure club, a group of joung 


lie's of which the bride WBS a leading 


mpmber 
iY,r au 1 Mrs Pinn will him 


tbe best wibhts rf all in their wedded 
ife 


The olhciiiting priest was the brother 


ot the groom, aud his "best man ' wat. 
J J Finn, the master m chancery 
The 


couple arrived in Decatnr last evening 
and for the present will rr.ake their home 
with James Veale and family 


Sales of Keai testate. 


It D Wilson to A F. Wilson, Jot 14 in 


Starr* Mills first addition—S"00 


Louisa Ann Ebert to Nora Pntohett, a 


lot on Colfax—85 


M B Willard to W H Harsmger, 


deed to lot 2, 0 \V Battles' subdivision 
—81100 


Samuel S. Jack and C M Allison to 


Elizabeth Cullen, deed to lot 5, Whitmer 
Place—8500 


Thomas A. Pntohett to Alonzo Hall, 


deed to tract of ground in Niantic 


Emmn Housman to Alonzo Hall, deed 


to one third undivided interest m tract 
of land in 14, 16, 1 west—SS50 


P. H Brneok to W D Kirkwood, lot 


7 in Bruek A. Akers' addition—8225. 


J S Starr and Harr> C Starr to Lucy 


A Weaver, lot 8 in block (j of Riverside 
Place—¥3,000 


George % Hardv to Mar ha Mathews, 


lot 3 in bloi'k 2 of M Johnson's subdi 
vision—81 000 


Fred Wilson to John H. Cnlver, John 


P. Drennan and Elmer E Gibson, a 40 
foot lot at the corner of Main and North 
streets—8S.OOO 


Maroms F. Ohenej to Thomas Acorn, 


a lot in Niantic—81 200 


J K Warren and B K Durfee to 


W H Mason, a lot on North College— 
840(1 
! 


J. K Warren nnd B K Durfee to 


Anna M Mason, a lot on North College 
-8475 


Caroline M Powers to Thomas Mc- 


Milan a lot on East Oondit— £350, 


C H Brown to H H Brown Manu 


fuotnncg company, a lot the property 
on East Main—88,000 


H A Wood to John \ on Ende a lot 


n H. A. Wood's subdivision of Gunok's 
addition—S400 


Charles S^blotm to John Salloga and 


Ros»he billoga, a lot on North Calhoun 
—81,000 


John T Leonard to John D Dingman, 


eighty acres in Niantic—85440 


Martha J Graves to Carroll Bads, 


twenty feet on East Eldorado—8800 


Martha J Graves to Mary E Lanbam 


a 30 foot lot on East Eldorado—81 


Crop Conditions 


Corn planting is being pushed vigor 


onely and a considerable acreage has 
been seeded 
In northern conntiee the 


reports indicate that 50 to 75 per cent of 
this crop hes been planted, and in the re- 
maining counties from 40 to 60 per cent, 
with favorable weather for abont ten 
days this crop will all be planted 
In 


some counties corn is already up acd 
looking well 
Reports 
from 
southern 


counties indicate that the weather con 
ditions have been generally beneficial to 
wheat, it is advancing nicely and in some 
sections heading 
There has been bnt 


slight change m its condition in the other 
counties 
Some of the wheat that was 


yellow is now turning green, with pros- 
pects of making a fair yield 
Oafs, ex 


cept where they are under water, are in 
fine condition 
Pastures and meadows, 


everywhere throughout the state, have 
made excellent growth during the week, 
and are in fane condition 
The corre- 


spondent nt Herrins Prairie, Williamson 
county says 
"A small worm is making 


lib appearance in mer.dows, 
possibly 


army worm " In some localities fruit is 
reporttd dropping off the trees 


Dalton City 


Tlios Colt is on the - ck lis' 
John I vmnbeil is vuy S!CK 
He has heart 


trouble 


A S nark v\ as in Decatur Friday 
Mrs \\m Ivcnnedv visited m Decatur last 


week 


Misees Katie W Ailendcr and Cora McGuire, of 


Bethanj visited friends here Saturday 


Uev D O Gitlla held divine services here 


Sunday evening 


The members of the Christian church will re 


pair the celllni; of the churclj In tLe near future 


J E Grlnsdale andLha« Sn Ith did business 


in Decatur Monday. 


Rogers and Doner shipped one carload of 


hogs to Indianapolis Monday 
They report 


hogs very scarce 


Our citizens held a convention Monday night 


to nominate a candidate to fill a vacancy in the 
t wn boai.1, Cnas Cole having resigned and 
moved away John Weamhoff vva^ nominated 


To Be Married in June 


Dr Charles Burke, of Atlanta, formerly 


of tms city, is to be married the first week 
in June to Miss Nellie Bnnn, of Deoatur 
The happy young couple will immedi- 
ately after the ceremony atari on a year s 
trip to Europe —Bioonnngton Panta- 


BAKOV 8 HALDEBG has 9,000 or 10,000 


men employed in his iron works on the 
Khioe and gives them the kindest care 
H 3 will not permit one of his workmen 
to marry without h's consent, for example 
because, as he says, "they would often 
make fools of themselves." 


SPECIAL DINNER SET 


7; 


We will offer, commencing May 24th, one 


lot of 30 Handsome English. Dinner Sets, 
100 Pieces, at S14.VS for the set. 


These sets were imported to arrive last 


November, but just arrived, and would have 
been placed on sale at $25 per set had they 
come in on time. They are hand-painted, in 
three colors, Silver Grey, Blue and Dark 
Blue, and trimmed in G-old, and are the 
greatest bargains we have ever been abl3 to 
offer. 


Come early, as we have only the 30 sets. 


Jewelers and Dealers in Fine China, 


BRADLEY BROS. 


£7 doz. plain white lawn and printed cotton shirt 
waists, perfect fitting and well made, 50c each. 


Choice styles lawn waists up to $1 each. 
Choice new patterns sateen waists $1.50 to $2 
each. 


India silk waists $3.50, $4.50 and $5. 
A choice lot of shirt waists for girls 12 to 16 y'rs 
50c to $1.25 each. 


20 doz. well made calico wrappers, all sizes, 79c. 
12 doz. stylish gingham wrappers, 98c. 
12 doz. heavy indigo blue cotton wrappers $1.25. 
900 yards seaside lawn colored checks, lOc. 
600 yards printed Irish lawn, lie. 
1000 yds. printed India linen, 40 in. wide, 15 \c. 


HEADQUARTERS FOR CARPETS AND CURTAINS, 


COBNER WATER AND WILLIAM STS. 
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e Postortlce at Decatur Illinois 
M »*3oud cla»« mall matter. 


THE prtBiuent bus at last recognized B 


Tammucy mun. John T Walsh whom 
he appointed Inspector of Vessels for 
New York Uity is 11 fall blood Tammany- 
ite 
It is u^t math of an office bat it IB 


an important recognition 


ILI iNois' governor hae oatned the dis- 


tinction of hf.ving two Democrats of his 
Own uppoiutotent resign from the board 
of trualvtHof nn malice asylnm rather 
than proBtitute the mstitxitioa to farther 
tils politunl sobeniee 


'I [in pre*out state BclauiiiBtration is 


getti'iK rtuuH to give the people of this 
state eiirne ot the worst scandals connect- 
ed niih tilt' si,. i- (hinlable insulations 
that ti y ttate hub ever been disgraced 
with, I Umnu not \ nptwl 


'lui iin tie unionists lu Hawaii are trj 


!DH to imlnitt thv deposed queen totra\el 
by client K to pny the expense of snoh 
tour 
I h t y c l u n o t regard her presence 


on tl e islands as wholly freo from danger 
to the provisional KO^errjtuep* 


IT is twcl ttnoiiuh t j bise K man'a qual- 


ifloationH (or office oa hid religion, bal it 
IB infinitely worea to base B man's qiah- 
floationa to conduct the intricate and 
scientific ulTaira of our state institutions 
upon a man partisan nihliation as Gov- 
ernor Altgeld is doing. 


THE Kopubhoaus ot the house defeated 


the scheme of the late reformeri to ap 
propruite 810 000 fot the attorney general 
to hire lawyers with 
If the Democratic 


attorney general is not lawyer enough to 
try cases for the state BB Kepnbhoan 
attorney Koneruls have done he ought to 
resign anc! go back to Laaalle count; 
where he evidently belongs 


INTKU C'< t tin 
If a Republican presi- 


dent had ever gone into the Whita house 
and closed the doors and eassed the men 
who made hm from an upper window he 
would tnve gone into ' innocuous desue- 
tude ' Ihe talk about no time for bnei 
nese la tie use use 
Lincoln and Grant 


ftnd Arthur end Harrier n attended to 
ontucle business, but they Blill found 
tinio to be civil to their friends and to the 
people of overy elfins 


IT should be borne in muid by those in 


anthonU th.it nt present the city coun- 
cil n without Htaoding oouitcuttaee nnc 
tbat the public interest are Buffering on 
thut account 
Vll committees expire 


with the nlcl council and no membei o: 
tho council has any rnora authority to 
act ae n ccmumtteeman now by virtue o 
buvuig be>en on auy given committee in 
ths old pound! than it former member o 
the ununuttoo who wns not returned to 
the Gouac il has 


HOMI 1 emoctHUO organs occasionally 


pitch into M( Km'ey imd hie tariff law 
Bud theorize about the tariff after the 
faaluou of tho lute campaign 
This is 


not in order 
Ibe Democrats have full 


power and nothing is in order but to give 
the people u better system of tariff than 
is embraced m a protective tariff 
But 


if p otection robs the people to the ex- 
tent free traders eay it does, it is an ont- 
ragti thiit the Democrats permit that 
robbery to continue aa it IB doing 


Electric Kapid Transit 


Si. Louis htpuiittL 
Tbe proposed 


electric road between this city and Chi- 
cago is feiibible says Nikola lesla, the 
fftmotiR elfotnoal expert, m an interview 
receutly published by n Pittsbnrg paper, 
bnt he id not so sure it will be n success 
flniinpiallj 
Ihe high spaed aimed at 


can be attained but the expense will be 
hi u. y aud the tratlio may not be sufficient 
to con lensnte for the 
extra outlay 


'Wuh an moionod track, heavy cars and 
motor' the center of gravitj near the 
track level and no gra le orce'imgB, there 
18 n )thmg 
he e»ya, 
to interfere with 


the muohamoal success of thu plun ' 
In 


this connection it may be state 1 that an 
electric'road i) no* btmg c instructed 
between Toledo acid U»troit, a dint ID e 
of G3 miles, au 1 Mr 
lools thinks that 


one will bo bu It between New \ork and 
Philadelphia a distance of 'JO miles be- 
fore maty y^ar-i 


The Income Tax 


Tbe free traders have a good deal to 


Bay m fnvor of raising part of the reve 
nue necessary to support the government 
from an income tax, but the chances are, 
judging from past experiences, that auch 
a measure would be very unpopular Ke- 
ferring to this tettnre of the free trade 
notion tbe St Louis trlobe-Uemocrat 
Mya 


la practice taxation of this kmd gave 


great dissatisfaction when it was tried in 
tbe war and reconstruction period, and it 
would be as objectionable and unpopular 
BOW 
Ihooretioslly it IB simple, reasona- 


ble and equitable, but when submitted to 
tbe pratical teat of experience it is oon- 
epicuously deatitute of these qualities. 
It, is cumbersome, unequal and nnjnat 
Men of moderate and easily ascertained 
galMiee are compelled to pay it, while 
loose of large incomes are enabled to 
dodge H readily and to shift their bur- 
decs PU their poorer neighbors In ozder 
to collect it from tb« millionaire dodgers 
tbe government had often during tbe re- 


, ooBBtruut tm era to resort to expensive 


iBWHiite and BOtnetitnee then without 
success 
ibe iccome tax pntd a pram- 


inn, en rascality and a penalty on nor 
iu 
' 
• - - - • | costly and offens- 


there w a chance that it may reach tbe 
president. 


Tbe Tin Plate Genius. 


Some days since the JReinew stated 
hat during the nine months ending 
March 31,1893, tbe increase in the impot- 
ation of tin plate over the nine months 
ending March 31, 1892, was more than 50 
>er cent, or an increase from 87,3U6,000 
,o 811,827,000, and then aska us "where 
ihe profit comes in to the American con- 
sumer o! tin plate who have been paying 
he increased tax called for by the Mc- 
iinley bih;' 


The fact that the price of tin plate has 


not been advanced to tbe consumer on 
account ot the "increased tax' placed 
upon it by the McKmley law, is a suffi 
went answer to tbe last part of th» 
inery 
The tariff was increased on tin 


plate by the new law to enable our pec- 
Die to go into the business of mann'ac- 
iunng tin plate, and that the price has 
not been increased on account of the in- 
creased duty, is due to the fact that tl e 
building up of that industry has shown 
England that our people will, in time, 
Become a dangerous competitor in the 
American market 


As a matter of course, true to its hia 


tory, the Democratic party has done all 
in its power to make the new industry 
unptLinlar, and in this sense has become 
the Hlly of England in an effort to pre 
vent the industry getting a foothold here, 
evan resorting to the moat unreasonable 
and bare-faced misrepresentation to ac- 
complish that purpose 


The new tariff law pn fides that "on 


and after October 1837 tm plate shall be 
admitted free unless it iihall be made to 
appear to the satisfaction of the presi 
dent that the aggregate quantity ot Buoh 
plates * * * produced in the United 
States during either of the six years next 
preceding June 30, 1897, has equalled 
one-third lha amount of such plates im 
ported " This provision of the law baa 
made it necessary for the government to 
take note, officially, of the progress of the 
tin plate industry in this country which 
has been done for the years 1891 and 
1892 by Mr Ayer of the treasury depart- 
ment, who w« designated for thut pur- 
pose, and who has performed that duty 
and made several reports, the last one 
covering the pe-iod up to December SI 
181U 
This report is made up from tbe 


sworn ptatemente of the manufacturers 
and jobbers and shows thut from the 
time the law went into effect, until the 
nbove date, 41000000 pounds hsd be»n 
rnnde 
that during the laet quarter 


of 
W2 
nearly 
20,000000 
pounds 


hud been made, being almost ns much as 
was mude during the entire preceding 
peno i, which gives some idea of the 
advance of this ndustry m spite o 
Democratic free trade sugar taiera anc 
England. These people discredit ths 
urea made by Mr Ayer, but as between 
thejstatetnent of e Bwornjofficer of the gi v 
ernment and that ot Democratic cam 
paigners on this subject, there will be 
littte trouble for a fair minded mun to 
come to a correct conclusion 


From these facts it appears that the 


increiiBed importations of tin plate, ns 
suming that the statement of the/v'ei lei 
is correct, is not tbe result of any lettir g 
up in the progress of tm plate making 
here 
.But, the statement is simply 


piece ot free tradt deception 
There has 


been no such increase BB stated by tha 
paper, but there has been a Bnbstantia 
incriiBBe as between the periods it picki 
oat 
Taking, however, a period of mm 


tnonthe from July 1,1891, when the law 
went into eftect, or »ny subsequent perioc 
of nine months and the period of nm, 
months ending July 1,1891, and the in. 
portations show a marked decrease af te: 
the law took effect, which serves to show 
that the free traders are juggling witl 
facts 
Ihe period of nine months ending 


March Jl, I1 '2, J which! they) select, em 
braces a period beginning July 1 
when the importations were light owing 
to the fact that the country had 
Hooded with imported tin plate in sntioi 
pation of the new law which took effeo 
July 1 I1" >1 thus overstocking the marke 
and destroying the demand for importei 
tin until LOEfcumption relieved it, nnc 
naturally the importations were light fo 
the farst nine months after tlie law took 
tffect 


How To Allay the Crisis 


Tha Biltimort liuniian gives advice 


that ought to be heeded when it say 
that capital is timid and easily alarmed 
The sliehtest ceusis sometimes produce 
momentous results in financial effurs 
and it mnsi be acknowledged that the 
mam reason for the present stringency n 
not a trifling one 
The timidity, thi 


shrinking within itself, of capital, thi 
effort to fortify itself 
B gainst possible 


disaster, is traceable directly to the timu 
aud vaci'a'mg course of the government 
To cheok it confidence mast be BDBO 
lately restored, and this can be aocomp 
Iiehed only, i* at all, by a clear, manly 
statement of the administration, thrust 
ing aeide all uncertainty, aud eefmnog 
tbe bnemess and fi janoial interests of thi 
country that henceforth temporizing ex 
pedients wil1 be abandoned, and th 
obviously proper course will be pur 
sued of paying out the money on dt 
mand which has been placed in the treas 
ury for that purpose, and that bonds wil 
be told, or congress called together, in 
time to makeup any deficiency that may 
oooor 
It is not certain that this will pn 


an end to tbe cnsis 
It is very dithoul 


to allay suspicion when once aroused 
but 11 may materially modify the situa- 
tion and dissipate some of the perils. 


You have time to read, limit to think 


but no time to be sick 
Bead about De- 


Witt's Little Early Risers and you will 
think it is better to take these little puls 
than to suffer from sick headache or con- 
stipation. W. F Neisler 


More Important Than the Tariff. 


During the campaign last fall a mori 


devoted set of Democratic tariff reformers 
ould not be found than thoae in Coles 
onnty 
To them the very thought of 


he "infamous McKmley law" aroused 
heir righteous souls to the highest point 


if indignation 
They professed to hate 


t as the religious devotee hates Satan 
,nd sin, and outwardly they made war 
upon it with an apparent unselfishness 
hat was commendable to the "tax-rid- 
Icn" denizens of the Embarras aud 
iickapoo bottoms 
A declaration that 


he tariff is a tax, raised a shoat in the 
reform camp that made the shouts of the 
aithful who gathered in those bot ome 
to resiet the draft and cripple tbe gov- 
rnment during the war, pale into insig- 
nificance. 


It has been said by some irreverent 


person, ehat the best way to modify, if 
not entirely dissipate, a shout at a camp- 
meeting is to take op a collection, and 
the same rule seems to have held good as 
to these political shoaters in Coles county 
f he election over, the Dtmoorats success- 
ful, with the responsibilities which follow 
success, to put in practice the ante 
elbction promiBes, their great zsal for 
tariff reform ceased, and, instead of con- 
tinuing tbe war on the tariff, their energy 
w&s at onca employe4 in decijing who 
should hold tbe oihoes and the war for 
the spoils of the camp was at once inst 
tuwd pnd every one of these enthusiastic 
patriots is now engaged in looking fcr 
the "goodly Babylonish garment and tbe 
wedge of gold' about the tents of lohan 


Some idea of the fury of this war may 


be had from the following, which appears 
in the Charleston Daily A eus 


This postofhoe farce has gone on quite 


long enongh 
The people of Charleston 


are quite ready to meet in mass conven- 
tion and pass resolutions repudiating 
Senator Palmer, General Black, Judge 
Hunter, Colonel Busey, Congreaemnn 
Fitbitn and the members of the Illinois 
legislature 
What do the people of 


Charleston care for any of these men' 
What interest hsva these distinguished 
spoilsmen in the Charleston poaioflioev 
Not one of them is acquainted with over 
a dozen persons at Charleston and eomf> 
of them do not know hve persons 
* * 


* As to Palmer, Black, Busey, Hun- 


ter and Iitbian, the vast majority of 
onr people are down on them for their 
peruoioue bull hendednecs, and not one 
of them will ever get a delegation from 
Ohnrlestou 
The Democrats here feel 


humiliated to see themselves obliged to 
do without a postmaster because these 
political 
spoilsmen 
are 
quarreling 


over 
whic u 
shall 
hava 
a 
hose 


in 
the 
Charleston 
postcfhie 


A long entering people are diPRnste i 
and angry unless this 
postolhce is 


changed at once 
A mass DeouoorHtu 


meeting will be called at ibe court nous", 
and these eeratorb, congressmen and 
leading candidates will tie denounced 
and repudiated in scathing ri-eolaticns 
to be forwarded direotly to President 
Cleveland 
witn 
recommendations for 


some new candi late 


The shouts for "tariff reform" have 


ceased, and the horror of the "iniquitous 
McKmley bill" have been engulfed in d. 
patriotic hunt for olhce, nnd the "tti 
ridden people' have been abandoned 
What an ideal Democracy is 


The Blunder Already Realized 
Philadelphia Pi ess 
Two months of 


Democratic rule have restored Republi- 
can prospects 
The reaction is already 


apparent. The people are beginning to 
realize their blunder The 'ft estern elec- 
tions have shown it 
The conditions are 


here for B Republican revival 


AA 


And One Who Has Proven 


-fA NATIONAL 
EXHIBITION 


P URE ' PA TRIO TIC ' MAGNIFICENT ' 


Catarrh Cannot be Cured 


with LOCAL APPLICATIONS, BB they 
cannot reach the sent of the disease 
Catarrh la a blood or oonetitatioDdl OIB- 
eaae anJ in order to core it you miiat 
take internal remedied, fiall'ti Catarrh 
Cure IB taken internally and icta directly 
on the blood aud mnootiB surfaces Hull's 
Catarrh Cure la cot a quack medicine. 
It was prescribed by one of tue beet phy 
sioiana in this country for jeirs, and IB a 
regular prescription. It is composed of 
the best tonios known, combined wuti 
the beet blood-punhn.s, acting directly 
on the mucous surfaces, 
The perfect 


combmntion of tun two ingredients is 
what produces sunn wonderful results in 
curing 'iNtttrrh 
S^nd fi r t»stimomalu, 


free 
F J GHEMM t Co , Proprs , 


Toledo, Ohio 


StSTSold by Drneetste, price 75o 


ClTI LlBKAKIAN Ji H-I TA^LOEOf BrlB 


tol lenn, woo died ft fuw days ago, 
learned the tradeof a hiricksmith when a 
voutb, and ele\»ted himaelf by his own 
talents and energy 
He was an author 


ity on histononland antiqnBnan subjects 


BuoKien B Arnica salve 


ihe Biai OALV» ID tm» world . ir oun 


^nuae*, norea, aloers, suit rheum 'svei 
«ir»» tenor, onapped hands, chilblain! [ 
jcrrs, sec' i ] skin eruptione, ard j cvi- 
l-vtij: cures pslee.or no pay required 
It 


is !n«ajBnte*d t" (five p«tr'« . atiEfaotion, 
dr your money refunde 
• i* 26 oe'its 


p«r bnx 
tar ui« by Kintr * Wood, 


arngjwt 
^*» 


ESTABLISHED 
1852. 


PEDDECORD. 


BURROWS & CO 
^BANKERS, 


WE TRANSACT A dENEKAL 


BANKING BUSINESS. 
Same as an incorporated bank 
Buv njd Sel 
Exchange, Keceive Deposits, Discount Business 
Paper 
LOAN MOSEY on MORTGAGE SECDRITI 
MakeMortgage Investments foi CuEtomersanC 


furnish them 


SAFETY DEPOSIT BOXES 
under prl\ate kev, In OUR FILE AND BUt 


bLAK PROOF VATjLT,fre« of Charge 
1anni884wH 
GarfieldTea 
Cures ConBtipatioD, HeetoreaCoapleuon Saves Doctors 
BUJB. Bftmplefree GA£JTBia>TXACO ,3l»W i5thSt.,NY 
Cu/res SicK Headache 


Saves Doctors 


HlBAb^rfi°e 
Treat 
The Adam Porepaugh Shows. 


DR. D. D. REA, 


Surgeon and Specialist 


Who baa created sucn a sensation In around 
Chicago, by curing diseases that almost baffled 
ihe metlical fraternit} of the country and by the 
request ot many friends and patients be bin 
decided to visit 


Cucus, Menagerie, Hippodrome, Sluieum, National\\Horse Fair, 


Wild liubsum Cossacks and 


©Scenes and Battles of 1776 ! The American RevolntioL ! 


That period \nour hibtcr> whooclorj will fndo only vnth the Jj leg Btnrs 


A blOHY Ot W ill ioM an sweetly as n tale- of love 


At DECATUR, MONDAY, MAY 


^AMERICA'S OLDEST, LARGEST, 
BEST AHD LEADING 
AMUSEMENT.-^ 


1 000 Brare Men Handsome Women Rof-j ( hi] Iron 
4UO Squint? HeimDea— Meet and 1^ orful 
50 Mammoth I'.nlroiu! C»r8 4 Crreat Kmlrcmd 1 rains ' 
A World of Wonderful War MB erml ' 
Acres of On the Spot' hicellarj 
The bceneu and Battles of 17ill Truthfullj Histo ically, 


Beautifully Reproduced 


-ALL 
THE GREAT EVENTS OF THE WAR FOR FREEDOM' 


ST. NICHOLAS HOTEL, 


THURSDAY, JUNE 15, 
Return Every Montb to Bemain a 
Day During the Yeftr 


Dr Kea his been conue^ted wltli the largest 
hospital la the country and has no superior m 
diaanosiut AU& treating aistaws ana delormi 
ties 
He will Kive S50 lor AIIJ case that lie can 


uotre'l the disease aud where located in five 
minutes 
He v ill return to Detdtur every 


mouth to remain me d iv 
Treats all curable medical and surpical dis 
eases, Acute and C hroinc Catarrh Diseases of 
tne li>e<tud Nose, Throat ai d I/UIIKS Dispepsla1 
Bright a Disease 
Diabetes, Kulueji Liver, 
Bladder Chronic tern tie and Si xaal Diseases, 
Epilepsy or Pits Cured. 


A Positive Guarantee. 


YOBNG AND MIDDLE-AGED MEN 


Buttering from 'ipermatorrnei and impoieacy 
theiesult of self abui 
in joulh or excess in 
mature > ears ai d M e r c a u v s producuit, some 
of the follov,iii^ eliects as "missions, blotches, 
uer\ousuess di/7in ss couf ision of ic'eas, aver 
Hion of societj dclectue meinorj and sexual 
exhaustion, which mint the \ emus for business 
or marriage are periiic*iieulH cured by reme 
dies not lujurlous 


Blood and Skin Diseases. 


Syphilis and complications, as sore throat, 


failing of tht hair, ptin in tlie b mes trupnons, 
etc , -ire perfect!} eradicated without using mer 
cur> or irher mi inous drugs 
CT morrhea gleet, 
strictures ind all urinary »nd kidney troubles 
are speedily cured by treatment that has never 
failed 
Ue undertake-* no incurable c tses, but 
cuies thousands given up to die 
Kemember 
tl e d ite an i come early, as his rooms are al 
« aj s crowded wherever lie stous 


Consultation Free. 


Correspondence 
solicited 


and confidential. Address Dr. 
D. D Rea, No. 222 Paulina 
Street, Chicago, 111. 


ESTABLISHED I860. 


4-Paw's Aienic Celebrities 
4 Pan s Hippodiamattc Wonders 


4-Pdw's Matchless Mammoth Menaytrie 


•i-Paw's World-Garnered Museum 
4-Paw's Wild Russian Cossack? 


4-Paw's 11 orltl Famous Trained Animt 's 


ALL THE FAMOUS FOREPAVGH FEATURES 


ALL THE GREAT FOREIGN FEATURES 


ALL THE GREAT REVOLU'lIO* \RY L\ IXTS 


MOKE SHOWS THAN ANY OTHERS CAN SHOW 


MILIfARi M\NLD\LI!8 P-UU \fLLLl N( L 
Bloo llows Battlr B real an w u r \ltaoks lorti 


HepulbeB Biegos Ketrenta WIT macs Ilevie\\a Oobtumos—liibtonrnllj in cui-nt 
Her)" in 


in real febh and blood 
Ihe I Hther of Ins ( ountrj an 1 I in I at not too! H 
J ho Orutt 


War of 17"b 
Tl e Pomp an 1 (_ m umelanco ( f War cr ui led with tl i 
\reni( Hippodmmalic timl Att U tic 1 u 1 IB 


NO DiNlTLH to b| cantor nr Pirforner 
The H i t t h s an 
H l > o ] l i K > . tl i< I jv\ li r Smo celo»8 


Battle effects booming of cannon etc produced by improved Suuititic \\ pamtu 


IZCBEAS1 D 
£1 7 ftl 
Eicept tie Pineal Admi^io i - 


a linltfc t< 
all tho AR*,rc'K'Uo<l V i t r i o l ] nib f t i e \ l a i n tor j » 


fall* WH j r( scntliip tli dt» n i* (tilt! H i t l k h of 1^ 
ill U r t l i o i re it 


bpreii 1 i f c invaw ever irecte 1 < i I l i i f i >r anj utl 
r c Mitlm'nt 


J. Millikin & Co., 
^•BANKER 5,-K 


AND 


Dealers in Exchange. 


Safety Deposit Boxes for the use of tnosa 


wishing a secure place for their Bondb, Slort- 
ja^es Notes Insurance Policies etc 


&11U21 Wtf 
ST. Nicholas Hotel* 


OHAS. LACX, Proprietor 


South side of IM 8qnar» Dwtmtnr. II! 


The Grand and Gorgeous Dress Parade of the Mighty Shows 


TukiB pi ico Rt 11 i m diiih unf >1 ling tn I1 ibh \ ow 
frc? 
HB a i t t v rvh h 
UI tl 
<] ?/h 
i_ 


artioLul 111 jne \ iciuree jueiin 1 biimijtu nit- ] l >ctbi-ioii il r M UTL H < f t!i< in )i ti r 1 xp t-iti m 


CHILDREN INDIR NINE YEARS, 25 CI 


Cheip Kouml Trip I \curu nK on 
Soo Lucal Amenta f« r I 


iLs/" Two LxlnbitioiiBDiulj 
Doore oj on it 1 and 7 p in, F<_rformfinLt begins on 
ho r lat( r 


1 c r th e Rccommotlation of I ho publu who dppirp lo fiT( id tho crow id on ibo grotin 1 li 'Bf TTC 1 
tfent Iicktls cim bo becurod at the OPI H V HOtSl PIIAH&IALi at tho regular price on th daj of 
ex} ibition only admiseion tickets at tlu upual blight advance 


WABASH EXCURSIONS 


O 


N account of the Anuual ( 01 vcrnention of 
the \oung People 8 Society of UirhUau Bu- 


deavor the Wabath K H will sell excursion 
tickets to MoutreAl and return At h&lf fare 
Tickets will be sold July «h to 8tb, Inclusive 
and will be good returninK till 8ept |15tli 
hor 
route maps And any information desired writ*) 
or apply to C A POLLOCK, r 8. T A., Wabasli 
B K , Uecatur, 111 
mayBtojys 


F 


OK the annual nieetine of the terman H < p 
list brethren At Muncie, Ind , the WA ib i 


B H \vlll9elltitketsathallrates 
Tickets will 


be sold May 15 to 30 wood returning until June 
jo 
For full particulars, time of trains, etc , 


wilteorat.pl> to t A POLLOCK, 1' & r 
V , 


W i b a s h H K Decatur, 111 
ru»s3-till23 


R 


ES] m h yjiirWorlda Fair Kooms at the 
Hotel Josephine, Ohicico 
The Hotel Joie 


plilne is under the m inaueineiit ot A H Davis, 
well known to D-campm niaiiaKerof the steam 
er Josephine «h ch runf on tlie Mississippi 
river excursions in connection with the NVabash 
11 K. It is* new stone front building on lake 
avenue, between 64th and Win streets, 4 blocks 
from the main cm ranee of tin Worlds Colura 
blan Kxposition - blocks frcn 
H5<1» Park ata 
tion ot the Illinois Oentril tt K and one block 
from the caMe line 
Bo mis may be reserved in 
advance of C A POII C)C K 1' and T A w A 
bash K K at the Wabash city tioket office 
Pi ins of the Hotel are now on exhibition Kates 
reasonable 
"i*Jl dtf 


I C EXCURSION 


WORLDS COLUMBIAN EM'O^llION- 
The Illinois < entral will sell roi ud trip 


tickets to Chicago, III 
bale of tickets 10 coin 


n ence April ,»th, 180^, Mid continue dally to 
and Including OU 31st 1813 noln« jourm jr to be 
comni^i ced on data of 8<iU 
Tickets liniited to 


tontiiiujus passage in each direction, ai d good 
for return until Nov 15,1893 For tick >ts call 
on 1 Peuiwell C T A, 110 Ilbrar> Bl >ek or 
C O Judson Union Depot. Decatur, III 
C 


HICA(T()TO MKMPHIS -Through Fiiiim*n 
Buflett Bleeping CAT service via the Ulluols 


Central Kallroad 
The Illinois Central r illroad 


Is now rui nliiK A throuuli 1'ull na'i Hull l Sleep 
Ing L<ir between Chicago and luterniedl te std- 
tions to Memphis, Ti rn , in eonnution 
1th the 


Newport News and Mississippi \ Alley C i 8 line 
between Fullon Ky and Mt tnj his 
Ihpsleej) 


Inj^ car leaves < hiciiyo rt<til\ at 8 p m on Illinois 
Central tr^in No ^i, and irrives at M inphls 
at 4 45 p m the next da> 
Knr ticket Mid full 


Inform ition c ill on yo ir local ticket acent or 
address A H Hanson l,. r A Illinois entral 
Railroad whicago. III 
N 


OTICI—The 
Illinois (entral Ra Iroad— 


On -nd after 17th 
189.>, the new central 
station of Ihe above load atCh catro, IK a itlfully 
located between 12th Ktraet and Park I ow, on 
tbe 1 ake tront will be opened for the arrival 
and departure of throiiKli train" tin ninnlnK 
of such to and from Its old station, foot of 
1 ake street, bclni, abandoned —14 dint 


OTTENHEIMER & CO, 


MEN'S NEW SUITS 


Just received. 
New lot of 


Light-Colored Homespun 


Cheviots at $10 and $12, 


cut long, in single-breasted 


Sack Suits. 


& OUR LINE OF & 


FINE + SUITS, 


In Ciraways and Double-Breasted 
Sacks-assortment is large, Lots 


of New Goods to show, 
Suits 


(or Large Hen and Small Men, 
Can fit anybody, and have^all 
goods altered to fit free of cost, 


OTTENHEIMER & CO., 


The Leaders in Clothing, Hats and Furnishings, 


MASONIO TEMPLE BLOCK, CORNER WATER AND WILLIAM STREETS. 


HP" •*' j*inr. »«i »J"BfgVBsrja 188* 
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THEY WASH THEIR CLOTHES 


WITH 


fteifatyl 
V-. 


"OLD 
HUTCH" OOME8 BACK.1 


Ee Has Returned to the Scene of 


His Triumphs a^d failures 


(in 
i J (rmi! 


After an aosbDce of eighteen months, 


or thereabouts, Berjamic P Hutohmson, 
better known us ' Old Hutch " has re- 
turned to the scents of his extraordinary 
success and equally remarkable failures 
Mr flutchinaoii has been living in New 
York bince he lelt the Chicago board of 
trade the Ust time 
I hat bis return to CLioago is the result 


of repeated overtures from his children is 
altogether probable, though as yet he has 
maae no sign that his spirit uas softened 
in the least, and ever since his arrival m 
the city last night he has clung to the 
society of hia forni»r cronies about the 
board 
He has not been on 'Change 


jet, bat is seen frequently about his eld 


MADE ONLY BY 


RKfAIRBANKkCd CHICAGO. 


RACE CLOTHING ffl'FG CO. 


World's Fair 
1 


Offer, 


3NTO. 1- 
To Every Purchaser 


$50.00 


Worth of go'ds at re- 
tail m vail give a 
Railroad licket to the 
Worlds Fair 


World's Fair 


Offer. 
isro. a 
To Every Purchase 


$10.00 


and over IB will give 
one Admission Ticket 
to the World's Fair 
Grounds 


haunts 
A curious crowd has watched 


his movements, greatly to the old gentle- 
man's displeasure. 


Asked about LIB intentions Mr Hutch- 


inson said in a bluff manner, but with a 
tear in his voice, that he didn't know 
what he should Jo, and that he had no 
settled plans 


"But >on intend living in Chicago, do 


yon not-"' inquired a J< umal reporter 


I shan't live anywhere very long," 


was the abrupt retort 


Mr Hntchiusou looks much as he did 


before he went itaay except that he is 
rather older in appearance and there is 
the suggestion of increased feebleness in 
hia walk 
Friends have blond ready 


ever since he left to put up §100,000 in 
cash to establish him in business if he 
would take the money, but it )6 not 
likely fist he will care to begin over 
again 
There is not less than 82j),000 


owing him or by members of the board 
of trade, mu 'h of TV hich IB collectable, if 
he would make a move to get it, some of 
itm big chunks uncl he may made a 
move in that direction as a sta/ter 


"I'm glad to re back in Chicago again," 


he said to the reporter,' for it's the city 
ot rny adoption 
New lork is a pretty 


good sort of place in a metropolitan way, 
but I don't like it. Down there they will 
want toflnd out if >ou have o dollar and 
then to try and get it away from yon 
They are a narrow lot of people, for the 


Chocking Babies at the Fair 
There is a children's building at the 


World's Fair 
It is nearly completed 


for business 
It only lacks the corps of 


nurses and teachers that will have charge 
of it during the six months of the fair 
It will be formally opened this week 
It 


will not only be a school but it will also 
serve as 8 place where the babies of those 
attending the fair may be left for safe 
keeping, being checked in and out at 25 
cents a head 
Speaking of this feature 


of the babipe' bnilaing the Chicago 
Journal raises an alarm m the following 
language 


"If the mother lores her check what 


possibilities there are before her ' She 
will doubtless rush to the nursery to find 
out if the loss ot the check has had any 
intluecoe in some occult manner upon 


MAY HAVE TO GO. 


Republican Letter Carriers' Terms 


of Office Insecure. 


CHINESE AND -HI LAW. 


Ex-Congressman 
Bowel! Telia 


What tbe Geary Measure 


Moans. 


the child. If she finds it still there and 
alive and well, what a time there will be 
getting possession of it, without her 
check, especially if some other person 
claims the same bnbj 
That has fre- 


quently been done BIUCE Solomon de- 
termined in a brilliant fashion who had 
the right to a child brought before bin1 


The contingencies that may arise out of 
the loss of a check are frightful to con- 
template 
Suppose a poor tired white 


mother should be offered a yellow picka- 
ninny instead of her own cherished oil 
spring 
What a scene 'here would be ' 


ANOTHER HOEEJBLE PROSPECT 


There may also be a few babies left 


over, uncalled for, at the end of each 
day 
Often people who take charge of 


umbrellas snd coats have aome that are 
uncalled for, and why not infants the 
same way. The buildings will not be left 
open nights, though, and any left-over 
childrec, when closmg-up time comes, 
will be sent to the homes of aid societies 
just as ordinary waifs are sent 


The committee has not decided yet 


about the kind of tags they will uss on 
the children 
Babies have been known 


01 
and 
R STOCK OF FINE CLOTHING for_ Men 


J3ojs surpcibsesjuiything shown in the city. 


OUR GKX'i^ 
FURNISHING DEPARTMENT is 


filled with all the Latest Novell es in the correct 
stales. 


HATS OF THE NEWEST SHAPES—all grades. 
OH* OWN MAKE OF NEGLIGEE SHIRTS, Laun- 


dried or Onlaundried, will be the "proper caper." 


TRUNKS—Styles that cannot be found elsewhere. 
\ ALISES—All trades and styles. 
TLLKSCOPES--Just the tkins> foi a World's Fair trip 


OUR MERCHANT TAILORING DEPARTMENT 


is pationi/ed by all Rood ®KESSERS. 
We have the 


Boss Cutter. 


M)U CAN SAVE MONEY by buying of us, as we will 


sell these lines of goods 25 PER CENT 
CHEAPER 


than they can be bought in Chicago. 


A Washington dispatch ssys that the 


administration has devised a way by 
whioh the erdur of President Harrison 
extending the civil service rules to letter 
earners m free delivery cities can be 
evaded. This has betn acoompl seed by 
an opinion from the attorney general 
President Harrison's order extended the 
raten to all free delivery postoffioea Jan 
nary 5 last. The Democratic house crip- 
pled the civil service commission by re- 
fusing appropriations so that it was not 
poeeible to make the classification during 
the laot administration 
Now the Dem- 


ocrats are endeavoring to make it inop- 
erative until after the present letter car- 
riers can be moved and Democrats pat 
in tbeir places Attorney General Olney'8 


decision is that the extension of civil 
service rnles, under President Harrison's 
order, applies to any particular olhoe " as 
soon us its classification shall have been 
completed by the poetnneter general.and 
the hist "lamination ensll huve been pro- 
vided by the civil sen ice commission, 
whether or not such examination shall 
have resulted in an eligible register " 


Lnder this opinion it appears that the 


currying into effect of the important re- 
form instituted by the Harrison admin- 
istration will depend first on the move- 
ments of the postmaster-general, and 
secondly upon the rapidity with which 
the overworked and inadequately equip 
ped civil service commission may be able 
to do its work 
In many instances this 


will mean an unequal race between a 
spoils disturbing postmaster-general on 
the one hand and the commission on the 
other 


most part, and I'm glad to be back among 
the broad, hbeial irtiodid people of the 
West 
I've got to the top of the hill in 


life and I want to slide down gradually 
to the grave 
I'm leaving all the fuss 


now to the young fellows " 


A FAMOUS MEDICINE 


Chamberlain's Cough Remedy has bf 


come famous for its cures of throat and 
lung diseases 
It 13 intended especially 


for coughs, colas croup and whooping 
oough, and is the most effectual reined) 
known for these diseases 
Mr 
C. B 


Main, of Union Citv, Pa, s»ye 'I nave 
a great sale on (jnambbrlum's Cough 
Kemedy 
I warrant evcr> bottle and 


have never heard of one failing to give 
entire satisfaction ' 50 cent bottles for 
pale by W F 
"Neisler, Library Block 


Druggist 
diw 


Go TO the Decatur Implement Co for 


vour Binding Twma and s&ve from 10 to 
20 per cent 
Feb 16-wtf 


Consult an Eminent 
Specialist Hois 


Before It ib Too Late-A Month May 
Place Yon Beyond Reach ot a Cure 


A Consnltatioa Will Cost Yoa Nothing. 


A Lot of Hats at HALF PRICE. 


RACE CLOTHING MTG CO., 


129-135 North Water Street. 


Tbe Leading Republican Family Paper ol the United States, 


ONE YEAR FOR ONLY SI.25. 


PUBLICAN 


(men all the i ewof Town, County and State, and as ranch National 
News IH any other paper of its class 
Vour Home Would be Incomplete Without It. 


THE NEW YORKWMLY TRIBUNE 


la a N VTIONAL F VMI1A 1'AFLK, and gives all the general news of the United 
Btates' and the world 
It gnus the events of foreign lands in a nutshell 
It haa 


uWrnte departments for the THE FAMILY CIRCLE," and "OUK YOUNG 
lOLKS' 
Its "HOME A>,D bOCIETY' 
columns command the admiration of 


wives and daughter;! 
Us general po'itioal news, editorials and discussions are 


romprehensive brilliant and exhaustive 
Its " \QRIO CLTURAL" department 


h_" no superior in the lonntrj 
Its "HVEKET BEPOR1S' are recognized 


authority in nil parts of the land 


A SPECIAL CONTRACT enables ns to offer tnat splendid journal 
and IHE REPUBLICAN f o r o u e j e i r 


ONLY $1 25, CASH IN ADVANCE. 


§100 
1 oo 


FOR 


l lOA'/v It 7 /• A/1 Thllll M 
irru \rn-KL\ RI- rn>i re 


.regular price per} ear, 


?200 


WE FURNISH BOTH PAPERS ONE YEAR FOR $1.25. 


s? / ^CRII ntns ir n />F(?n 
m 
TIME 


Address nil jrders to 


HAMSHER & CALHOUN, Decatur, 111. 


DR. A. C. FRUTH, 


The Celebrated Specialist, 


Who has created §ucli a sensation In 
irour il ( 1 icag i by curing diseases tnaf almos 
Dallii a the medical Iraterultv ot the country 
He will visit the 


ST, NICHOLAS HOTEL 
DECATUR, 


Thursday, June 1 


Returning every month to remain one day 
during the sear 


Dr Fruth hai oeen connected with the larges 
nospittU In t' e country, ana has no superior 1 
diairuosiiii, aua trtmtuiK diseases and deform 
ties lie will give ?5i lor my case that he can 
not tell fie aisease ,iud where located ta iiv 
minutes 
He will return to Decatur evel 
mouth this jear to remain one day 
Treats all curable medical ami surgical dl 
eases acute and chronic catarrh, diseases c 
thee>e ear, nose throat and lungs, dsepepstf 
Bright a disease diabetes kidneys liver, b'ad 
ler chronic, female vnd sexual diseases 
EI> 
lepsy or fits cured 
A positive guarantee. 


IOONG A8B 
MIDDLE 
AGED 
ME! 


SuScring Irom the enects of TOCTHFUL KB 
ROUS, produ Inf blotches, debility nervous 
cesi, dirziness, confusion of ideas a^ersio^t 
society defective memori emissions and impc 
teocj, which unfit the victims lor business o 
marriage, are permanently cured by remedie 
net injurious 
Blood and Skiu Disease 
and complications, such as sore throat fallln 
of the hair, pa n In the bones, eruptions, etc 
are perlectlj eradicated withou** usme ruercur 
or othet Injurious drui,H 
brinary and Kidne 


trouble ire speedily cured by treatment ttu 
Ins ne\er failed ll uudertan.es no mcurabl 
casts but cures thousands given up te die 
hemembcr the date an 1 come earls as h: 
rcomsar" i v, isa crowded whtrcver he stop: 


CONSULTATION TKEB 


Con gpondencc solicited, aud confidential 
t?*~Ia <i 1 c ISPS o! Kidney disease Drin,,' 
ei i It ot urme lor c lei ucal ind nucrobcopiu 
ii.li n t i L 
Acdrt-s 


IW A C. HUTH. 


172 Oakwoc i Boaievard Onlca^j '" 


to chew a string m I-RO, so it wonld 
hardly be safe to attach the tags to nb 
bons and hang them aroand the chil- 
dren's necks 
They might playfully ex- 


change tags, too, and in the dim light of 
approaching evening the tired mothers 


,i«ht take the wrong babies home. A 
f.ther would be certain to select the 
wrong baby unless it was considerably 


ver six months old 
A physician—probably female—will he 
n hand to attend to infantile ills 
An 


^animation of each child who enters the 
.ursery will be neceesary, and those 
iavmg coughs and who are not otherwise 
lerfectly healthy will not be allowed in 
he nursery 


To many people the ic.ea of checking 
bioB at the fair appsars to be an ex- 


ellent one, and, notwithstanding the 
unoertainto about getting one's own 
lelongmgs when the check is presented 
or them, the mejonty of mothers will 
heck their babies with their camp stools 
and umbrellas possibly and be thnnkful 
or the provision that has beeu made for 
,hem while they see the World's Fair 


VIOA.HIOUS SUFFERING 


A Tree Made to Bear the Ills of a 


Human Being 


J D Perkins chopped down a red oak 


:ree of about sixty years' growth, near 
?airrnount, in Vermilion county, a few 
lays ago 
He fonnd in the heart of the 


ree a lock of blood red tinman ban in an 
auger hole and a wooden pin driven in 
against it, the outside had grown ovei 
.he pin 
No doubt this look of hair had 


>een out from a child troubled with 
ihthisis, and fastened in the tree 
It 


us'ed to be thougnt a sure cure of phthisis 
o stand a child beside a tret, bore a 
lole at its exact height, cut out a look of 
ts hair, put in the hole and drive a 
wooden pin hard 
in npon the hair 


en the child grew above the hole in 


the tree the phtliisis was left in the tree, 
the child went free and the poor tree 
wheeze 1 and ora^Led in the wind the re 
mainder of its lite 


PAKIBS MEET "UNOLE DICK." 


They Load Him Down -with Camp 


Stools and Other Articles 


of Vertu 


( Imo i It il urn 


' Your Uncle Dick" Oglesby fell into 


the hands of the Philistines yesterday 
afternoon 
After leaving the Woman's 


Building he went out of the Sixtieth 
street exit and started west towards the 
railroad station 
Lining tue street on 


both sides of the sidewalk was an army 
of fakirs 
They were selling everything 


from peanuts to patent reversible camp 
chairs that yon fold up in a tin tnbe and 
put in your pocket 
Trery oue of them 


ieemed to recognize' Unols Dick " Ihe 
man with the camp chair rushed out on 


iO the sidewalk and grabbed the vener- 
r le statesman by the shoulder 


"Why, how 'dy do, Guv'ner'" he said 
lou look just as young SB you did 15 
years ago. 
Let me show you one of my 


patent camp ohairs.' 


And while "Uncle Diok" looked down 


over his gold bowed glasses the fakir, 
still holding him by the coat, palled 
strings and pressed springe and gave a 
thorough demonstration of the wonderful 
workings of hie device to beat one of the 
World s Fair concessionnaires oat of 50 
cents a day 
He ended up by putting 


one of the chairs under Uncle Dick's un- 
occupied arm with the admonition to 
'take it home to the children " 


Other fakirs 
glib of tongae 
and 


equally impudent loaded up the ex-Gov- 
ernor with other wonderful and fearful 
articles, and when he got to the Sixtieth 
street station he looked like an animated 


bnstmas tree 
In his right hand was a 


inge bunch ot purple pansies, under his 
arm one of the canned camp chairs, and 
out of his overcoat pocket protruded 
crimson and gold guides explaining all 
the baildinga and everything within and 
without the World' Fair Grounds ' 


There is a great hullabaloi throughout 


the country over the Geary law and tbe 
decision of the bnprenie Court and there 
IB talk to the effect that the Chinese 
government will sever relations with this 
oiuntry, besides compelling all mitsion- 
anes and Americans to lta\e tbe celes- 
tial empire 
Luuently thtre is to be 


more or l«=b trouble, In HE interview at 
Biootmngton with a 1'antai iai>li repor- 
ter Ei Gongrebtann Howell is quoted as 
follows 


Mr Kowell bind "I'hebubitauoeof the 


law is this 
Itmt in oin year 
from 


the passage of the 
act every China- 


man ojust upply tj the internal revenue 
collector ot the oi-tnot in which he 
lives ani uiaLe proof cf hi i legul right 
to bs in tuib couLtr), in other words 
must show that he had not come herein 
violation of the exclusion law that ex- 
isted betore this time, and hat he must 
prove i t L y a t luunt oue white witness. 
This was to cut, out Cume e witnesses 
'Ih«n he mutt Tensive H ctitihoate ot his 
registration its 
u Chlnam m legally m 


this countrj 


"In default of regibtrat on under the 


law every Chmtae not so rt giatered la to 
be regarded as illegally in this country, 
and may be seized oy Unit jd bthles cus- 
toms oihoiBlB, revenue coll >ctors or dep- 
uties, United States Marshals or depu- 
ties and taken before a United States 
Judge, whose duties it shi 11 be to order 
him deported from the I mtej btates. 
There are exceptions to the law 
He 


may set up that through icoident, sick- 
ness or other unavoidable isuses, he was 
unable to piocnre a cert ticate at the 
time, and it it appears or the hearing 
that he was entitled to a certificate, H 
shall be issued to him 


The law applies to Ch nese laborers 


and not to Chinese merchants or persons 
ot that character. It is the continua- 
tion for ten years of the exclusion act 
which was in force at thu time 
T ere 


are a large number ot Chinese that ciiin* 
in illeg&Hy by false imj eraonatioti or 
crossing tbe British line, and this is to 
make him prove that he was here previ- 
ous to the passage ot the exclusion act 


' There la no appropriation witn wuioU 


to enforce the portion of he law which 
requires deportation 
If, when a China- 


Desires a Dlvoree 


Through her attornej, A G Webber, 


in the clhoe ot Circuit Clerk McClellan, 
to day, 3Irs. Ella N. Witoher Sled a bill 
for a divorce from her husband, Stephen 
Witoher, alleging drunkenness and ill 
treatment 
The couple were married at 


Springfield, 111, Ixov 
25, 1876 ana had 


lived together until April 1, 18^3 
There 


are two children, aged 13 and 9 years, 
and there is a house and lot in block 22 
Carver's addition. Ihe 
property was 


deeded to Mrs Witcher by her lather 
Joseph Faith, and it was mortgaged for 
8(>00 to pay a bal mce 
The mortgage 


has not been lifted and Mrs. Witchel saye 
that in equity and gooi conscience the 
property now belongs to her father 
The 


wife claims their household goods anc 
desires the custody of the children, 


Romantic 


Geo F 
Mitchell, of Indianapolis, 


young actor who has been taking the 
cure for the liquor habit at Tnscola, was 
married on Wednesday of last week to a 
Miss EtU Jeffries, of Decatur, who, it is 
hi eged, was a ballet girl in the Ah Baba 
show that exhibited in Deoatur the day 
before 
Xhe newly-married couple re 


turned to Tnscola last night and atayei 
at the Cook House until Sunday, when 
they left for Indianapolis 
Ihe groom is 


t;aid to have recently inherited a fortune 
which, jndgirg from his swell appear 
ance on the s' reete, he will have no dim 
culty in disposing of —Tui>cola Jo it mil 


THERE s no condtiun without its rem 


ed> 
I here is no remedy for 3 deprevec 


condition cf the blood and for restonn, 
health equal to DeWitt's Sarsapanlla 
It cures, it repnire, and that's what vor 
want 
\\ F Ne,s'er, 


Is This a Good Law? 


A queer thing happened m the house 


at Springfield Tuesday 
Last Thurs 


day the senate passed the bill fixing the 
salaries of members of the legislature at 
31,000 for the session, with certain other 
emoluments 
The bill was then sent to 


the house where it is now on the calen- 
dar 
Tuesday acme of the senators de- 


cided that they wished to amend the bill, 
and a vote to reconsider passed 
A re- 


quest was sont to the house to return the 
measure 
This is not only unparhamsn- 


tiarj, but impossible in a legislative 
sense 
The question of returning the 


measure was discussed at some length, 
and the request of the benate was denied 
by a vote of 10j to 28 
The house will 


probably pass the bill, so that the senate 
will not be able either to amend 01 reject 
it 


Admitted. 


The auditor of state yesterday admitted 


the Presbyterian 
Ministers' Fund of 


Philadelphia to do business m Illinois 
The original charter of the company, 
dated Jan 11, 1759, was issued in the 
name of the corporation for the relief of 
the poor and distressed Presbyterian 
ministers and of poor and distressed 
widows and children of Presbyterian 
ministers __^______ 


A New Money Order 


Ihe Southern Express company has 


just issued a money order which will be 
cashed by all express companies 
This 


IB the last expreeg company to come out 
with a money order. All issue them now 
and all cash the orders of other com- 
panies 
______________ 


THE importance of small things should 


not be overlooked Is a pill for ei"k 
headache important > Is a pi'l for bil 
lonsnesa important? Is a pill for consti- 
pation important' Then DeWitt s Little 
Early Risers are important 
Ihej are 


small. W F Neisler 


ma'n 
IE arrested and taken before a Uci- 


ted BiBtee Judge, he car not prove LIB 
right to remain here the duty of the 
Judge is to order him deported. Tiie 
United btates government is to etujd 
the expense, and as no ap iropriation has 
been made it is not quite clear how the 
law can be enforced 


"The Chinese Six Con panies, whioh 


has been lighting this lav, is a company 
originally organized to pi ovide laborers 
for the Central Pacino Kailroad com- 
pany when it was be.iig built 
Nearly 


all the Chinese who came here before the 
exclusion act was passeo *ere biouaht 
here by the Six Compann s 
It is really 


a corporation to bring Chinese to this 
country, provide them with labor and re- 
ceive B per cent of the wages 
They 


were to take the bodies back to China 
after death, having given a guarantee to 
tbe Chinese government, 


•When Chinese laborers are wanted ap- 


plications are made to agents of the Six 
Companies and the requ red number of 
man are »ent out under i boss, to whom 
thcs pay of thesa men it given 
After 


taking out the per cent which belongs 
to the companies the mtn are «;iven the 
balance of the pay. It is really a big 
immigration corporution lor the purpose 
of bringing laborers to tl in country and 
looking after them after t hey are landed 
here." 
_____________ 


Visited His Wife J Grave 


Thomiis Armstrong, a v/ell known citi- 


zen and blacksmith ot Weldon, and a 
prominent Sunday school worker, sm- 
oided on Friday at Weldnn by taking a 
large dose of strychnine. He visited bis 
wife's grave and immedmtely after went 
to a drug store and pure aased the drug 
It is thought his mind became unbal- 
anced because ot the threat of a marble 
firm to remove the beautiful monument 
from the grave of his wife if the pay was 
not f orthoomic g 
He ws i closely pressed 


for money, but died me ired for 85,000. 
He was a Mason and Mo lern Woodman 
and was a class leader of the M E, 
church 
_____________ 


HERE Is MMIfcTHlVr MH)I> KOK \OUB 


KHH MVIK rimNDS 


If any of your friend i are troubled 


with rheumatism have tl em read this 


Lynchburg, Va , Ipril 18,18<H 


) 
I desire to say that Ch mberlam's Pain 


Balm haa cured one of our citizens of 
rheumatism of two yean' standing. One 
bottle did the work 
' his gentleman, 


Mr K H Parnell, ticket agent of the C 
it 0 H K, nnw recommends Pain Balm 
to all his fnende F C Helbig 50 cent 
bottles for sale by W 
V 
Newler, Li- 


brary Block Druggist 
d&w 


The Decatur Imp emont Co 


Sells the very best irake of Farm Ma- 
chinery, such as Minneipolifi, Buckeye 
Frameless Binders and dowers, Walter 
A. Wood Binders and lowers, Binding 
Twine, a full line of Collins' Plows, 
David Bradley's Plows Avery Planters 
and Cultivators, Quincy Guru Planters, 
Hay Presses, Hay Knkei, Rock Island 
Hay Loader, Threshing Machines. All 
kinds of Binders, Keepers and Moweer 
repaired. Bo sure to exutume our goods 
before you bay. 


Corner of East Wilhan and Franklin 


streets 
feblG-wtf 


SAY? Congressman W Bourke Cook- 


ran to a reporter "I hava never had any- 
thing to do with patron ige and there IB 
not to day a single man in this city occu- 
pying office through my rsoommendation. 


ARE YOU THi NKINQ 


Of what you ought to teke with yon 
when yon go to the Wor d's Fair' Your 
outfit will not becomple e without a bot- 
tle of Chamberlain's Col c, Cholera and 
Diorrhcea K^me jy 
The change of water 


and diet, fatigue and 
i regular hubits, 


during your trip ere B. riost oertmn to 
produce diarrtu a and n lo e cr two of 
this remedy may sa'.eyot seno'i8Bi"kness 
and perhspB much pxpei «» 
Procure it 


before leaving home 
i't r i r > l o ' c"nt 


bottles for eile b/ \\ 
'WieUr, Li- 


brary Block Druggist 
<iArw 


WOOD POMPS, Chiir 
Famr-. Iron 


Force Pumps, for sale at Spend r f, 


/•SP4PFR1 
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SABBATHATTHEFAIR 


The Friends of Sunday Opening 
w 
Win the Victory. 


ME 
COWISSMERS CAPITOUTE, 


And Unless the Judicial Authorities En- 


join the Local Board, the Great 


Show Will be Thrown Wide 


Open to the Public. 


1Vom.i>'s l-'.ui! GKOUNDS, CHICAGO, 


May '..'I. 
TYlt'ffnims cont'inio to pour 


in 
f tin 
1 national cutninission reg-Jtrd- 


hip Siinilav opening, and when CDIU- 
lnKs'.M'i.-r IV Yimni;riilli'il the national 
body In in-<K-i-. yi'sti-r.lay, ;i trend sized 
stack nf tin si1 IN"UKiiuuu-:;tinns adorned 
tin prrMili-nt'Mli-slc. 'Mi -v wi'R'f ruin all 
parts (if the country anil were of the 
Mil»«; import. "Kt-cp the Ball's of the 
World's fair olost-d on Sunilav." 


Aftor a half hour's discussion it was 


njr"i'ci! that the debate on Hie adoption 
of one of the reports from tlu- judiciary 
cm nr.ittiH- on the Sundav-olosin^ ques- 
tio'i .should he conl'mi'd to three and 
cm-half hours. The commission then 
Settled itself to hear the Siimlny-clos- 
iti)j matter rehearsed and threshed out 
in all of its brunches, Mr. Kibocck, of 
Iowa, lii'tfinninff the debute by speak- 
ing in favor of the adoption of tlie mi- 
nority report wliich favors Sunday 
opening. 


Cornmi.ssioner 
Tiurton, of 
Kansas, 


chuinnun < f the judiciary committee, 
»lso suppo! ted the minority report. He 
Ix'pm by stating that the opposition did 
not deny that the creative net gave to 
the commission 'iod the exposition com- 
pany an absolut'.- ri^ht to close or open 
the jratcfe on Sunday. 
Hut that rig-ht 


Win taken away from both bodies 
liy the so-called souvenir act. The 
conditions imposed in that act made it 
thi duty of the commission to keep the 
pates closed Sunday. 
The question 


upon wliich the minds of the judiciary 
Coinmittee diverged was as to whether 
the conditions of the .souvenir net had 
bei n complied with. 
The 
souvenir 


money, he thought, was intended to be a 
^if;. 
It was a mighty mean and small 


|jif! « hen the frreut fair was considered, 
und the American congress imposed 
cot diticns \v hich the exposition corpo- 
ration had decided were impossible Io 
comply w i t h . Then the original discre- 
tionary power reverted to the directory 
and the commission in rcirard to f i x i n g 
u ^unday-opcnintr rule, and he hoped 
iic\t Sunday would sec the fair opened 
by an amicable arrangement. 


( ommisM<-iier Mas-.ey, of Pelaware, 


xviio represented a majority of the ju- 
ti'c'iary committee, delivered a labored 
iiml elaborate argument, or rather ex- 
hortation, 
in 
opposition to Sunday 


opining. 
He dwelt at first on the 


moral and religious aspect of the ques- 
tion, taking a lofty position on the 
pedestal of piety and Sabbatarianism. 
Tht n he descended to a more material 
level to arjfiie that the exposition (li- 
ne tors had bound themselves to the 
Sti ulay-closinc1 condition in tho sou- 
venir act by accepting the SI,1100,000, 
mid the commission had no discretion 
in 'he premises, no power Tmt to carry 
out the law of con!'ros< and refuse no 
approve the Sunday-opening rule sub- 
mitted by the directory. 


( ommissioner Hundley, of Alabama, 


one of the Snndav-closint^ majority on 
the judiciary committee, echoed the 


kseiitiiuents und argument of Coinmis- 


nionor Masscy in opposition to opening. 
He intended to vote to keep the gates 
closed as a matter of honor, as a sol- 
t'lnn duty to the government which left 
him no discretion in the premises. 


(ommissioner llyan. of North Da- ) 


Ifo'ii. said he would vote to open the j 
fjatcs because the other side did not 
conic i v i t h c l i ' a n hands. 
The opposition 


came in w i t h a violated contract. 


( , . H I M , i ' . ' . i i i M i - r Tousley, of Minnesota, 


F;i i 
i . in i > p i > i IMIILT an *>pen fair on Sun- 


da 
i'e knc'A lie w u s subjecting him- 


self !o the mated it t ions of the Chicago 
piv-s which l.ad been hounding the 
oo nniissinn w i t h all the vocabulary of 
lib,isc and 
>• i t u pera t ion. chanicteri/.in^ 


th'1 mi'int'crs us Liliputians v.'ho only 
UMi'ht to harra'-s and anno\- :he^Ti'at 
Hit n of 
t i i c ( hica^fo directory. 
He 


would have the L'i'tcs inn feet hijjh and 
tl^ c inches thick x \ ' i t h iron. 
He pro- 


te'-ted in the n.imc of the American na- 
t n n a l i t \ ' 
against 
mi:\inL 
r 
('liica^ 
r«» 


jnunlcipal moraU w i l h 
the \\'orld'H 


fa r 


'['he doxin^ speeches \vere all in 


fa .'or of t h r o w i n g open the ^atesevery 
d a \ ' o f t!ie week 
roinmissinncrs kept 


r i ^ i n k T and r a l i ^ i n c 
1 to the support ol 


the exposition directors until the im- 
pression bi'^ran to crow that the vote 
would not be so largely in fi'vor ol 
closing as \vas expected last week. 
jln^M-v Smith, of N'ew Jersey. Hclline, 
of 
Missiiuri, \Vhit<\ of New Mexico, 


and (!roner, of Virginia, declared their 
intention of voting for the minority re- 
pi rt. 


When den. St. Clair. of West Vir- 


pinia. the leader of Sundny-opening ad- 
voc.ites in the commission, rose to close 
the debate, there was general silence, 
und the windows were closed to deaden 
the melody which came from Sousa'i 
jnirine bund. Commissioner St. Claii 
fiist Mibmitted a modification of the 
fciun-lay-i'pening rule propounded by 
the dircctorv. and obtained unanimous 
rcin«ent io have it received as part o1 
the judiciary committee's minority re- 
port 
The modification provided for 


tin Invitation to all sects and creeds to 
hold religious exercises in the halls of 
tin- exposition on Sunday, making; it 
the d u t v of the council of administra- 
tion to'maUe ample arrangements for 
M-i-h exorcises. 
; !•! takin;; up the oponint' question to 
cl .-,• the debate Mr. St. Clair said it 
w is .1 mistake to suppose that Chicago 
h , I i.r.'vidcd the exposition. It wus 
trc • 'tli.it Chicago had 
furnished di- 
rn". and throucrh the stockholders 
f i : • - . M i M i n . but foreign nations hrul 
ci-siti-buted ?il.000,0(10; states and terri- 
to!•',•-. -T.UIHI.UIHI. and the United States 
p .vi i-i-.meiit, fii.ono.oou. 
The 
commis- 


fcou was bound to deal with the ques- 


tlon from the standpoint of lavr, not 
only of state am! interstate Jaw, but 
of international law and custom. 
The 


commission 
was 
more 
responsible 


than 
any 
other 
body 
of 
men 


for 
the 
fesults 
of 
keeping the 


gates 
of 
the 
exposition 
closed 


Sundays, and the fulfilling of 'in con- 
tracts entered into. Only one right 
\vai» vested in the souvenir coin act 
iind that was the government would 
pay the money if the exposition kept 
its contract. The vested right was 
raised by that act. not only in the cor- 
poration but in the bondholders. 
The 


government of the I'nited States had 
by the legal documents in the treasury 
department at 
Washingtsn, by the 


statement of exposition assets and by 
its legislative action entered into a 
legal binding contract with the bond- 
holders if not with the Illinois corpora- 
tion. 
This contract has been violated 


by the legislative branch of the gov- 
ernment. 


When lien. St. Clair had finished lay- 


ing down the law as he understood it, 
the question of substituting the minor- 
ity report come to a vote and the roll 
was called. Thirty commissioners, voted 
for substituting the minority report, 
and twenty-seven against. 
This was a 


surprising vote as the general belief 
was that the commission would go on 
record against Sunday opening. 


Then a vote was taken on the ques- 


tion of modifying the new rule sub- 
mitted by the directory as proposed by 
the minority of the judiciary commit- 
tee. 
Twenty-nine voted to adopt the 


modification and 28 against. 
Vice- 


President Young accordingly ruled 
that us fifty-five members, a majority 
of the committee, had not voted, the 
new rule as submitted by the directory 
must stand. This decision raised a 
storm of protests from the opponents 
of 
a 
Sunday fair. 
Commissioners 


jumped up to appeal from the decision, 
and finally the acting president was 
convinced that he had gone too far 
in 
adding 
to 
his 
decision 
that 


the new rule 
submitted 
by 
the 


directory must stand. His decision, 
as placed on the record, with the ap- 
proval of the Sunday-openers, was re- 
stricted to a mere statement that the 
committee had failed to modify the 
rule by tv majority vote. This leaves 
the matter now in the hands of the di- 
rectory, and the general opinion among 
tho committee i.' that the gates of the 
fair will be opened Sunday, unless the 
judicial authorities shall enjoin the lo- 
cal board. 


SWIFT DESTRUCTION. 


A "Straight Blow" Creates Havoo 


at Cleveland, O. 


THE DAMAGE DOSE IN FIVE MINUTES. 


Thomas May Stay. 


Cilic.u-o, May 24.—It was decided at 


a meeting of the members of the board 
of reference and control last nit^iit that 
Theinlure Thomas should remain at the 
head of the World's fair bureau of 
inu.sic. but shorn of his power of dicta- 
tor and made responsible to Director- 
(Jem-ral Davis for the conduct of his 
department. 


Paid Admissions to the World's Fair. 
C'nic'AiiO, May '24.—The paid admis- 


sions at the World's fair yesterday 
were oi,U20. 


A STUNNING BLOW. 


The Largost House in the Pool With- 


draws from the Whisky Trust. 


PEOHIA, 111., May 24.—Another dis- 


tillery has been added to those of the 
seceders from the whisky trust. W. H. 
Roach, acting for Corning & Co., of 
Monarch, called upon President Green- 
hut and made a demand for, rent due 
the firm by the Distillers & Cattle- 
Feeders Co. to the amount ol! about 
J5.000. Upon being informed that, the 
rent was held in abeyance until a re- 
valuation was inaxle and could not be 
paid at this time, Mr. Roach said that 
he was instructed by Mr. Corning to 
give notice that the lease was forfeited 
and that the Monarch would be. taken 
possession of by him and run indepen- 
dently o,f the Cattle Feeding and Dis- 
tillipg Co. 


The Monarch makes the sixth great 


Peoria house to withdraw. It is far 
the largest house in the trust. It has 
a daily capacity of 8,000 bushels and is 
capable of grinding out almost 40,000 
gallons of finished goods daily. 
It is a 


magnificant plant, the most complete 
in the country, and witli the other five 
seceding houses the Peoria, the North- 
ern, the Manhattan and the two Woll- 
ner di?*;''eries, is capable of supplying 
the entire trade of the country 


In regard to the claim of revaluation 


made by the trnstas an excuse for non- 
payment of rent, the seceders state that 
as to their houses there has practically 
been a revaluation, and that there is 
hence no excuse for nonpayment of 
rent. They say that the value was 
fixed last fall nnd that the officers of 
the trust knew it. 


There will be a meeting of the board 


of directors of the whisky trust to in- 
vestigate the situation. 


I>KKKATED AND DISHEARTENED 


The Nicaragua Revolutlonlets Win B 


Decialv* Victory. 


PANAMA, 
May 
02.—Advices 
from 


Nicaragua state that the expected bat- 
tle between the government forces and 
the revolutionists concentrated 
nenr 


Massnya, fought 
on last Saturday, 


lasted twelve hours. The fighting was 
severe, and each side suffered several 
repulses. Eventually the government 
troops were driven from the field. 


Counting deserters, dead and wound- 


ed, the government lost fully half of 
its army. The rest are demoralized 
and disheartened, Of twelve depart- 
ments but four now remain loyal to 
President Sacaza, and he is believed to 
be ready to treat for surrender 


A Terrific Wind and Rain-Storm in 


Southwestern Ohia—Many Places in 


Michigan Visited—A Canadian 


Grain Elevator Demolished. 


CLEVELAND, 0., May P.4.—For five 


minntes early yesterday morning 
a. 


cyclone, or something approximating 
one, 
toyed with chimneys, wires, scaf- 


folds, wagons and even people in this 
city. The first intimation of the blow 
was a cloud of dust and debris that 
swooped down on the city from the 
west, and before preparations could be 
made to meet the gale it had come, 
done its mischief and departed. 


Two men were killed, three were fa- 


tally injured, and at least fifty persons 
were cut and bruised by being thrown 
to the pavement or against buildings. 
The Cleveland Rolling Mill Co. is erect- 
ing a new mill in Newburg, and the 
scalt'oMing was blown down, burying 
Vaclave liobeek and John Powritlsky 
in the debris, both were dead when 
taken out. The fatally- injured are: 
Anthony MclJuire and Antonio Aro- 
fowski. 


At the corner of Erie and Superior 


streets a scaffolding was blown to the 
ground, and four men who were work- 
ing underneath it were seriously in- 
jured, two of whom may die. 


The viaduct that connects the two 


sides of the city was a scene of wild ex- 
citement. The wind was so strong 
that several wagons were blown on 
their sides and narrowly escaped be- 
ing blown into the flats below. It was 
necessary to stop the street cars and 
set the brakes, as the overhead wires 
swayed in an alarming manner and 
when the electric current ,was cut off 
the force of the wind carried the cars 
along without any additional power. 


In the heart of the city near the post 


office several ladies were blown from 
their feet and rolled into the middle of 
the street. Two of them v> ere seriously 
bruised. 


On Superior street, near Doan, two 


houses were blown down and another 
was wrecked. Xo one was injured in 
either instance. About seventy feet of 
the Lake Shore dennt was demolished. 


A oar cm the Seott Tlill streetcar 


line v.a^ lilov/n from the track and the 
three pa.^L-ngera were given a good 
shaking up. 


A bnirgy was torn loose from the 


horse that \\as drawing it on Superior' 
.street viaduct and the buirgy went 
tearing tip the street faster than the 
horse could follow without 
incum- 


branee. 


Numbers of beautiful shade trees 


that line the streets of the city were 
•uprooted and thrown to the pavement. 


Telephone and electric-light wires 


were torn from their fastenings and 
the city was without 
incandescent 


lights during the remainder of the 
day. 


The weather 
bureau in the 
city- 


stated that it was not a cyclone, but a 
brisk 75-mile-an-honr wind that was 
purely local. The motion of the wind 
was not circular, but its great force did 
the mischief. The damage will amount 
to several thousand dollars. 
The dam- 


age to the trees is beyond computation, 
as it will take years to replace them. 
Rain fell in torrents while the blow 
lasted, butceased as soon a,s the force 
of the wind was expended. 


A Terrific Wind and Rain-Storm in 
Southwestern Ohio. 


CINCINNATI. May 24.—A terrific storm 


of wind and rain swept over this sec- 
tion of the country about daylight yes- 
terday morning. There was no great 
damage as far as known in the immedi- 
ate vicinity of Cincinnati, but at El- 
wood. Ind.. the roof of the American 
Tin Plate Co.'s building was blown off, 
and many small dwelling houses were 
lifted from their foundations. 


At Vaneeburg. Ky., one house was 


blown down and many others damaged 
more or less. 


At Celina, O.. several houses and 


many trees were blown down. 


At Fort Recovery, the damage to 


property was considerable. 


At Kenton, 0.. trees of six inches in 


diameter were twisted off. chimneys 
toppled over and fences were blown 
down in all directions. 


At Akron, the new shop of the Akron 


Boiler Co., 53 by 285 feet, was demol- 
ished. 
L<oss, $8.000; no insurance. 


The damage done in the vicinity of 


Columbus. lud., is estimated at ?20,000, 
and reports are coming in which will 
greatly increase this amount. 
The 


telegraph service is badly crippled. 


The Cyclone in Michigan. 


DETROIT. Mich., May 24.—At Lena- 


wee Junction, the cyclone destroyed 
innumerable houses and barns yester- 
day 
morning. 
The road between 


Adrian and Tectimseh is strewn with 
debris and impassable. 


At Romulus, the Romulus Manufac- 


turing Co's building was completely 
dernolished. 


THE PRESS CONGRESS 


COSGBHESVJN T. J. GzAEY, anthor rf 


the futons (Jhiteee exolneionlaw just af- 
firmed by the enpreme conrt, hails from 
California, though a MaBsauhnsette man 
by binh. 
He ie 39 years of age and rt- 


movad u- CaiifornJH in 1863. 


Highest of all in Leavening Power.—Latest U. S. Gov't Report. 


Powder 


Women Open the Ball by the First 


Formal Session. 


BUSINESS MIXED WITH SIGHTSEEING 


First Business Session of the General 


Congress of the Public Press —Inter- 


esting Papers Read and Impor- 


tant Topics Discussed. 


CHICAOO. May 24.—The World's Press 


congress was formally opened yester- 
day morning, the first formal session 
being conducted 
by representative 


newspaper women from all parts of tho 
world to a total of several hundred, 
while the section of the hall given 
over to the public, was crowded to its 
utmost capacity, the audience being 
fully as large as any that crowded 
Washington hall last week upon the 
occasion of the Women's congress, and 
containing almost as large a percent- 
age of the fair sex. 


A fervent invocation was delivered 


by Rev. Dr. Clinton Locke, following 
which Antoinette V. H. Wakeman, of 
the Chicago Evening Post, delivered 
the opening address. 
Mary H. Krout, 


of the Inter-Ocean, then welcomed the 
delegates to Chicago, and the press con- 
gress in an appropriate address, and 
concluded by presenting 
the first 


speaker, Helen M. Winslow, of Boston, 
who read a paper upon "The Educa- 
tional Value of Newspaper Work to 
Occasional Contributors." 


The morning session was concluded 


with a general discussion on the topic 
of the day. "The Newspiper as a 
Factor of Modern Civilization." 
The 


subject was introduced by Mrs. Pauline 
Givens Swalm. of Iowa, and was par- 
ticipated in by over a score of ladies 
among the delegates and in the au- 
dience. 


No afternoon sessions will be held 


during the week, this part of the day 
being devoted to sightseeing at the 
World's fair, and in accordance with 
this programme the majority of the 
visitors left for Jackson I'ark immedi- 
ately upon the adjournment of the 
gathering. 


The evening session will be held in 


the Hall of Columbus the principal 
speakers being Col. A. K. McClure, of 
Philadelphia; 
Win. 
Henry 
Smith, 


Murat HiiKtead and Mrs. Elizabeth 
Ilisland Wetmore. of New York. 
First Business Session of the General 
Congress of the Public Preas. 


CHICAGO. May vM. —Last night, in the 


Hall of Columbus, the first business ses- 
sion of the general congress of the pub- 
lic press was held, and several papers 
of interest to the public as well as to 
newspaper men and women Were pre- 
sented. The opening address was by 
Col. 
A. K. MeClvtre. of Philadelphia, 


editor of the Times, and a speaker and 
writer of renown. 
His topic was the 


"Relations of thel'ress to Political Life 
and Power,''and he gave the audience a 
full measure of information based on 
personal reminiscence. 


William Henry Smith, for years gen- 


eral manager of the Associated press, 
followed Col. McClure, and spoke on 
the "Public Press as the Advocate of 
Human Rights and the Champion of 
interests of the Common People.1' 


"Women as Newspaper Proprietors 


and Editors'' was the title of a paper 
which was prepared by Mrs. E. J. 
Nicholson, of the New Orleans Pica- 
yune, and read by Catheri ne Cole. 


John Temple 
Graves, of Georgia, 


then took the platform and delivered 
an address on "The Relation of the 
Press to Current Events,'' and Mrs. 
Elizabeth liisland Wetmore. of New- 
York, one of the women who have 
gained enviable positions in 
news- 


paper work, concluded the formal pro- 
gramme of the evening with a paper 
on "The Ethics of Journalism." 


DINED WITH DIGNITY. 


The President and Mrs. Cleveland En- 


tertain trie Spanish Princess. 


WASHINGTON. May 24.—The dinner 


given last night by the president and 
Mrs. Cleveland to the Infanta Eulalia 
was made an occasion of much dig- 
nity. The White House conservatories 
had been fairly depleted to furnish 
rare flowers for the decoration of the 
table and the apartment where the din- 
ner took place. The large state din- 
ing room was used, and it never looked 
so brilliant. 
There were 
thirty-eight 


guests. 


At the center of the table on the 


right hand sat the president with the 
princess on his right, and just opposite 
sat Mrs. Cleveland and Prince Antoine. 
On the right of the president and the 
princess were Secretary of State Ores- 
ham and the Marchioness of 
Arco 


Hermosa, and to the left the Spanish 
minister and Mrs. Fuller. 


Confirmed 
in 
Accordance with the 
Original Survey. 


SANTA FE, X. M., May 24.—Word 


reaches here that Secretary Hoke Smith 
has overruled the decision of the gen- 
eral land office in the Mesita de Juana 
Lopez grant, covering 42.000 a^re*. and 
holds that congress confirmed the grant 
in accordance with the original suivey. 
Charges of fraud in this surrey were 
made. 
Full title is now vested in the 


present owners, among them bciny S. 
M. Elkins. R. C. Kerens, of St. i.uuis, 
and Theo. B. Catton. of Santa Fe. 


ABSOLUTELY PURE 


Hanrsd by a Mob and Kiddled with 
Bullets. 


ATLANTA. Ga.. May 24.—Ephrairn 


Mulcher. who brutally murdered J. J. 
Brown, a prominent business man of 
Nichols, Ark., and a negro who was 
quarreling with Ill-own when he was 
killed, were captured, and as the offi- 
cers were taking them to Douglass 
they were overpowered by a mob and 
the prisoners were hanged. Mulcher 
and the negro were hanged to the sam« 
tree. Their bodies were riddled with 
bullets. 


Ayer's 


THE BEST 


Family Medicine 


CURE 


Sick Headache, 


CONSTIPATION, 


-Dyspepsia, 


Troubles. 


Easy to Take. 


Purely Vegetable, 


The delicate sugar-coating of Ayer'B 


Pills dissolves immediately on reaching the 
stomach, and permits the full strength of 
eaeli ingredient to lie speedily assimilated. 
As a cathartic, either for travelers or as a 
family medicine. -Iyer's 2'itls are the best 
in the \\orhl. 
Prepared by Dr, J. C. Ayer it Co, , Lowell, Maes, 


Every Dose E f f e c t i v e 


Letter 


The following is a list of letters remaining nn- 
cnll«d for at the Decatur. HI., postofflce, Slay 
23, 1893: 


LADIES' LIST. 


Anderson, Mrs. C. 
Inglefritz, Mrs. Anna 


Barnes, Mrs.. H. 
Jones, to 19. C. 
Burgue, Mrs. P. 
Kenney, Mrs. Mollie 
Butler, Mrs KosaL. 
Leonard, Miss Bert 
Bonnet, Miss Ella 
Lawrence, Mrs. S. 
Cavanaugli, Miss Lu 
Kussell, Miss Bell 


Friend, Mrs. Anna 
Kidge. Miss Eva 


Hoffman, Mrs. Mary 
Tule, Ollle 
Harrison, Miss M. 
White, Miss Mollie 


Hill, Mrs. Manie 
Welgand, Mrs. Ger. 


GENTS' LIST. 


Adney. J. D. 
Kelley, E. H. 


Arnold, O. 
Oliver, <leo. 
Buchanan, J. C. 
nightman. Wra. 
Devino, Larry 
Raycroft, B. F. 
Handsome, Harry 
Squires, E. H. 
Detective 
__ 
\Viillams, Marion M,t 


FOREIGN. 


Misses. Krebs 
Fossum. Marie 


J. T. HUBBAKL), Postmaster. 


Death's Harvest. 


WHEHEAS, It lias pleased our Heavenly 
Father to remove from our midst, on May 6, 
1893, a beloved member, Mrs. Marilla Batcnel- 
der, of Illinl W. 0. T. D., to that eternal rest 
beyond this vale of tears, therefore be it 


lienftlved. That !n her death we have lost a 
devoted member of our union, her husband a 
kind wife, her children an affectionate mother, 
and the community a good clti/an. 


Kiw/t'cd, That we tender the !amily our deep- 


est sympathy in their great sorrow. 


r\:s<tlced. That a copy of these resolutions be 


given to the bereaved family, the Illinois H'nWi 
Join r, the Decatur KETUHLICAN and the \Sar- 
reuslnirg Enhriiritc, 


MKS A. C. INGHAM, 
MARY M. HALL, 
STKI.LA M. UASTINHS 


Wa.rrensburg, May 16,1893. 
Coinmittee. 


MARKETS BY TBLBORAPH. 


The REPUBLICAN 
la 
indebted fcr 
— 
market reports a rt gossip glroa by B. 'i. Ta»'a 
wno nils all orders promptly br direct » ire. 


CHiOAao.lU., May U. 1888. 


ABTIOLU. 


WHEAT— 


May 
July 
8«p .. 


CORN— 


May. 
July 
Sep 
OATS- 


MHJ- 
July... 
Sept... 


PORK— 


May 
July 
Bep, 


LARD— 


May 
July 


,,Sep 
IJlISS — 


May 
July 
Sop 


Op'g 


70^ 
73 
76! 8 


80 


20 SO 
21 10 


10 75 
11 00 


io'is 
10 17 


High'et 


78', 


31 
2(1', 
MX 


20 SO 
51 10 


10 75 
11 00 


io'is 
10 17 


Ljoweet 


75 4 


40(4 
41M 


30 


28M 


20 75 
20 H 


10 45 
10 95 


992 


CloMEg 


70X 


415* 


SI 


2075 
20 95 


10 45 
10 1)5 


V 92 


TO-DAI'S BEODPT8—CAB LOTS. 
Wheat, nil grades. ISSiContraot. 101. 
Corn, all grades, 457; Contract, 327. 
Oaw, all grades. W; Contract, 47. 


LIVE STOCK BEOE1PT8. 
Hoge 25.000; 15o lower $7 45. 
Cattle 17.UOO, lower. 
Very little demand for wheat, cash ' o lower. 


CtiBli corn %c lower, OfttB steady. 
July wheat 


M.UI down to 723» and adTanceti to 73V and re- 
mained stoutly about 72$j ami 78c, 
Cm n firmed 
up near the closing, adranced to 4114aflor selling 
down to 4(l'i. ProTisiou aiarket stead;. 
Puts on July wheat 
72T> 
Calls " ", 
" 
73?; 
Puts " July corn 
41 
Calls 
41% 
Curb, July wheat 7H 
!Ti: July corn 41'H. 


KRTIMATE6 FOB TO-MOB»OW. 


Wheat. 120. Corn, 485; Oata, 435; 
Hoge 24,001). 


LOOAN LETTEB. 
The REPUBLICAN is indebted to J. T. Roberta, 
dealer in grain, proTisions and storks, with 
correspondent* in Chicago, New York Minne- 
apolis and St. Louis, for the fojlowil g F. d.-J 
Logan A Co.'e market letter receded JTer the ij 
Roberta orirate wire:CHICAGO. 111.. Mar ".4.1898. 


Wheat has experienced unite a lii.uidalion. 


during the paet few days and scattered ihort in- 
terest wab increased on the way d»wn. tile 
market shows evidence of baring run i U course 
on downgrade. 
The liquidation seemsuTerf at 
least for the present. 
Crop reports shi w no im- 
provement. Export inquiry at New York shows 
some improvement. We feel friendly io wheat. 
but large profit should not be expected until our 
stock is reduced; then bouyant prices lire to be 
expected. Brudetreet's Visible shows decrease 
2% millions. 
Scattered liquidation carried in cor i carried 
prices down, but or. break good buying by brok- 
ers, supposed for Cudnhy intercut. Tht demand 
for corn for export »t New York showe 1 that we 
have an outlet for our increased receipts. Con- 
sidering how popular it has been to sell corn on 
the way down, thin export demand i nd llcbt 
stock. It la not unreasonable to expei t a reac- 
tion. 
Oats followed corn. 
Local stocks are very Hunt here n id in the 
east. Export bias are not far from tin- market. 
It would not take much to rally prices a couple 
of cents. 


Receipts of IIORS here and outside aril at out- 


«ldt> points caused the weakness in piovislous. 
Packers were sellers of ribs and laid. 1'ork 
ruled more "teady, being supported by local 
lonm. Estimated n-i-i-iots ol hoi;s ti -morrow 
24,{J<>0, which Is heiivy and may cans* further 
decline. 


@©!©!©!!©!©!©'.©!@!@.'©!©!!@!®!©'.@®! 


Monday morning, May i, we place on sale: 


298 Wool Drees Patterne, all complete, 82,98, worth up to $ 5.00 
275 " 
" 
" 
" 
" 
3.98, 
" 
" 
6,'K) 


248 " 
" 
" 
" 
" 
4.98, " 
" 
8.DO 


286 " 
" 
" 
" 
" 
5.98, " 
" 
10.DO 


end 3 K3 


4.io 
6-io 
6.io 


25 pieces black and colored Henriettas, 23o, well worth 30 
31 
" 
" 
" 
" 
" 
32c, " 


29 
" 
" 
" 
" 
" 
47c, " 
" 


22 
" 
Serges. 
47o, " 


12 
" 
" 46 in. silk finieh H«nrietta, 75e, well worth 81.25. 
pJ 


40 pieces Novelty Drees Goods, J»3c, sold regularly at 85c. 
J8{ 


28 
" Sarah Silks, 43c, regular price, 65c. 
(§) 


26 
" 
" 
" 
63c, 
" 
" 
85o and 81.00. 
J—r 


13 
" Black Royal Armare Silks, 85c, regular price, 81.2*3 
J9{ 


12 
" Faille Franeaise SilkB, 
85o, 
" 
' 
1.25. 
@ 


7 
" Satin Khadiime 
'• 
85c, 
" 
" 
1.19. 
•_? 


24 
" Drapery Silks, 55c, regular price 75c and 81,00. 
J8{ 


"WASH GOODS DEPARTMEML" I 


, worth 15e. 
50 pieces Deoa Cloth, 
55 
" 
Shantong Pongee, 12J-2C, worth 15c. 


18 
" 
Black Brocade Satines, 25e, worth 30 and 35(3. 


22 
" 
Saline Jacquard, 15o, worth 25 and 35o. 


24 
'• 
Heavy Penangs, lOo, worth 15o, 


12 
" 
English Penangs, 15o, worth 25s. 


100 
" 
pretty, alylieti Drees GinghatEB,8^0, worth 12^c. 


74 
" 
" 
n'oe 
" 
" 
lOc, 
" 
IGo. 


54 
" 
' 
French Ureea GinKhama, 12>^o, worth 203. 


100 
" 
pretty Outicg Flannele, 5c, worth 8^e. 


68 
" 
" 
" 
" 
lOo, worth 15o. 


21 
" 
pretty Silkolene, 15e, woith 25?. 


*ODR WHITE GOODS DEPARTMENT" 


NOW OFFERS 


25 pieoee pretty Nove'tiep a' 10c, rHguliir price, 15c. 
24 
" 
pretty Novn'ties »', 12^c, rctfnUr price, 18?. 


31 
" 
pretty Nov-Jtios at 15o, rntu'*r price, 20 and 25c. 


Onr third invoice of New Carpets are now on sale. W» have lota 


choice Carpets to show yon at Very Low Pric»s. See them. 
| 0. M. Anstead, 1 
® 211 NORTH WATER ST., DECATUR, ILL ® 
© 
© 


»ER-HAMPDEN 


17 RUBY JEWELED . j 


ADJUSTED WATCHKS 


ME 
EEPERS IN T 
RUBYJEWELEDM 
THE BEST TIME KEEPERS IN THE WORUX 
» 


ADJUSTED j^///By the Introduction of th«llnc 0117 Baby Jewel Adlo»l«dWat*"w!«»t V 
"^ 
""/the extremely low prices which we qooti>,we have mailponeot the EroatfBt it 
steps forward In the history i 
' 
. 
. 
. 
t 
w 
meat ol practical Wntch Ma! 
With Knoy Jewel Centers 
Io almost nothing. 
' 


steps forward In the history of Watch making; and we have the er dorse- ». 
' ' 
•-'-•• Makers that this U o step In the rlcht dip ctlon. |> 
the probability ol n Watch stoppfiiK Is r< duced : t 
In at your Watch Maker's and look fcr ttw I' 
Call 


DUEBER WATCH WORKS.Cantort.O. 


lEWSPAPESl 
IEWSPAPES! 


